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FIRE DEPARTMENT. 



Annual Report for the Year 1902, Embracing the Last 
Quarterly Report for that Year. 

Headquarters Fire Department, City of New York, 

Nos. 157 and 159 East Sixty-seventh Street, . 

Borough of Manhattan, May 18, 1903.- 

Hon. Seth Low, Mayor of The City of New York: 

Sir 一 In compliance with the requirements of section 1544 of the Greater 
New York Charter, I have the honor to transmit herewith the report of the 
operations and action of the Fire Department of The City of New York 
for the three months and year ending December 31, 1902. 

Yours respectfully, 

'THOMAS STURGIS, Fire Commissioner. 
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Appropriations (Including Transfers), Expenditures and Balances, for the 
Year Ending December 31, 1902. 

BOROUGHS OF MANHATTAN AND THE BRONX. 



Title of Appropriation. 


Appropriation 
for Year 1902. 


Vouchers 

Comptroller, 
to ]_)atc. 


Hal sifi f^^* nf 

Appropriation. 






24 


$54,700 68 


$18 56 






64 


85.949 13 


62 51 


Engine and Hook and Ladder companies payroll … • 




50 


2,057,121 00 


131 so 






96 


20,521 98 


16 98 




••• 17,455 


64 


17.398 36 


57 28 




… 55,128 


32 


55.097 85 


30 47 






96 


73,679 57 


394 39 






00 


11,217 29 


40 71 






50 


1 1,280 41 


46 09 






22 


3^3,347 19 


78.768 03 






00 




15,000 00 






OO 




150,000 00 



Total $2,954.879 98 $2,710,313 46 $244.566 52 



BOROUGH OF RICHMOND. 



Total Amount 
Vou 



ouchers 

Appropriation Certified to Balance of 
Title of Appropriation. for Year 1902. Comptroller, Appropriation. 



Maintenance Volunteer Companies 



$46,000 00 $46,000 00 



BOROUGHS OF BROOKLYN AND QUEENS. 



Title of Appropriation. 


Appropriation 
for Year 1902. 


Total Amount 
Vouchers 
Certified to 
Comptroller, 
to Date. 


Balance of 
Appropriation. 




$28,069 40 


"8,041 75 


$27 65 




85,100 00 


83,818^9 


1,281 61 




1,601,775 00 


1,600,035 68 


1,739 32 




I5,3i9 52 


",293 30 


26 22 




9,432 98 


8,969 19 


463 79 




28,798 12 


28,287 03 


Si i 09 




36,398 00 


35,68s 90 


"2 10 




4,257 50 


4.127 50 


130 00 




326,790 50 


186,574 47 


140,216 03 


Maintenance Volunteer Companies (Borough of Qu«cns) 


64,000 00 


64,000 00 






岑 2,199,941 02 


$2,054,833 21 


$i45.i<>7 81 



Statement of condition of bond issue funds, Boroughs of Manhattan and 
The Bronx, December 31, 1902. 

For Sites. 'Buildings and Telegraph System (Corporate Stock) 一 (Chapter 
76, Laws of 1894, as Amended by Chapter 751, Laws of 1896; Section 
48， Chapter 378, Laws of 1897). 



Amount of Amount 
Year. Proceeds of Issue. Expended. Balance. 



$300,000 00 $299,494 89 $505 II 
318,300 00 3n,787 25 6,512 75 
800,000 00 69,022 94 730,977 00 



$1,418,300 00 $680,305 08 $737,994 92 



il^Q ::::::::::::: 
1 901 

' Totals 



For Repairs to Fireboats " The New Yorker ，， and " Zophar Mills " (Special 
Revenue Bonds) 一 ( Subdivision 8, Section 188, Chapter 378, Laws of 
1897). 



Year. 


Amount of Amount 
Proceeds of Issue. Expended. 


Balance. 






$36,131 00 


BOROUGH OF RICHMOND. 



Of the Special Revenue Bond Fund of $25,000, authorized during the 
current year by the Board of Estimate and Apportionment at the request of 
the Board of Aldermen, pursuant to the provisions of subdivision 8 of section 
188 of the Greater Xew York Charter, for the establishment, equipment and 
maintenance of a telegraph system for this borough, the sum of but $787.75 
has been expended during the year (for salaries and incidental supplies), the 
contract for installing and completing the system not having been awarded 
until December 31, 1902, and the formalities attendant upon the execution 
having necessarily to be deferred until the early part of the coming year. 

The additional fund of $25,000, authorized for the like purpose, remained 
intact at the end of the year, the Board of Aldermen having not up to that 
time concurred in the resolution of the Board of Estimate and Apportion- 
ment granting the request of this Department for its use for the purchase of 
apparatus, horses, hose and equipment. 

BOROUGHS OF BROOKLYN AND QUEENS. 

For Sites and Buildings (Corporate Stock) 一 (Section 48, Chapter 378, 
Laws of 1897). t 

Amount of Amount 
Year. Proceeds of Issue. Expended. Balance. 



I90I 



$256,161 31 $6,490 00 $249,671 31 
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BOROUGH OF QUEENS. 

For the Building, Construction, Repairing and Maintenance of a Fire Alarm 
Telegraph System for the Second, Third, Fourth and Fifth Wards of 
the Borough of Queens ( Special Revenue Bonds) ― ( Subdivision 8, Sec- 
tion 1 88, Chapter 466, Laws of 1901). 



Year. 


Amount of 
Proceeds of Issue. 


Amount 
Expended. Balance. 






$4,948 26 $40,051 74 



Summary of Leading Incidents and Events of the Year. 

Policy of the Administration. 

Upon assuming the duties of his office on January 1， 1902, the Commis- 
sioner directed the promulgation of a circular to the uniformed force, calling 
attention to the objects sought to be accomplished under his administration 
and the principles which would control it. These were, briefly, the highest 
possible efficiency of fire service and careful economy in expenditure con- 
sistent with such service and with progressive methods. The uniformed force 
was also informed that promotions and other rewards would be made or given 
for merit only and in accordance with the rules and eligible lists of the Civil 
Service ； that transfers would be made with two objects : the good of the 
service and to bring the men nearer to their homes, when possible. The 
principles laid down by the Commissioner have been faithfully observed, and 
the result is a general spirit of contentment and satisfaction throughout the 
uniformed force and the conviction that all are being fairly and squarely 
treated, and without bias or favoritism. 

Reduced Fire Losses. 

In the boroughs of Manhattan and The Bronx there occurred during the 
past year 5,640 fires, involving a loss of $4,283,111, which is $1,297,724, or 
more than 23 , T 4 per cent, less than the aggregate loss in the same territory 
during the year 1901, and $1,297,724 less than the lowest loss in any year 
since 1898. The average loss per fire for the past year in these boroughs 
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was $759.42, which is $251.79, or over 24 per cent., less than during 1901, 
and less per fire than that of any year since 1893. 

In the boroughs of Brooklyn and Queens, during the year 1902, with 
2,861 fires, the total loss was $2,487,580, which is $445,259, or 15 per cent., 
less than the loss in these two boroughs during the preceding year. The 
average loss per fire during the past year was $869.47, which is $224.46, or 
2oy 2 per cent, less than during 1901. 

Combining the reports of the four boroughs, the result is that, with a 
total of 8,501 fires, the fire losses of 1902 are less in total by the sum of 
$1,742,983 than those of 1901, and less than any year since 1898 ； and, further, 
that the average loss per fire throughout the four boroughs is $196.66 less 
than that of any year since 1898. The reduction is so large, being 21 per 
cent, in all four boroughs, from that of the year next preceding, that if it 
were compared only with one year it might be reasonably assumed that it was 
due to special causes, and could not be regarded as being justly entitled to 
the credit which appears upon its face ； but inasmuch as the comparison is 
extended to four years preceding, it is evident that conditions are at work 
to which at least is partially due the great saving thus effected. 

These reasons are not far to seek. Broadly speaking, they are the in- 
creased efficiency of the uniformed force, and primaily the credit belongs to 
its officers and members. Underlying that are the conditions which go to 
make up this efficiency of the uniformed force. They arc found in the factors 
which contribute to the well-being, satisfaction and contentment of the men 
of all grades, and which thereby stimulate their energy and enthusiasm. 
These are : honest and impartial treatment and the absence of favoritism on 
the part of the Commissioner ； strict discipline, tempered with sympathy and 
consideration for the hardships of their exacting profession ； houses made 
as comfortable as circumstances will permit ； an ample supply of sound and 
powerful horses and plenty of good apparatus ― the tools of their profession 
一 with which to do their work. Disclaiming what may appear to be ego- 
tistical, it should be added that the constant presence and watchfulness of 
the Commissioner, who has not left the city for a week during the past 
twelve months, have prevented the laxity which existed under the last admin- 
istration and which was marked by the frequent and often long continued 
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absence of the Commissioner, of the Chief of Department and possibly others 
of the higher officials from fire service. The conviction that promotions are 
now being governed by merit and distinguished service, and not, as under 
the late administration, by influence, political pull or direct money con- 
sideration, has reawakened in the Department the fine spirit of generous 
competition and rivalry which was perishing, and which converts a per- 
functory service into one of magnificent energy and heroic effort. Men 
do not risk life when the road to promotion and power lies in a wholly dif- 
ferent and easier direction. 

As illustrative of the other phase of the subject nothing is more discour- 
aging to a fireman than to have the hose pipes, upon which are dependent 
not only the extinguishing of the fire, but oftentimes the preservation of the 
lives of himself and comrades, bursting frequently in his hands. Such 
occurrences often repeated deprive the men of confidence in their principal 
weapon, and they fear to go where its absolute reliability is necessary. Dur- 
ing the past administration much inferior hose was purchased under circum- 
stances which have become a matter of public notoriety, and have been made 
the subject of indictments for conspiracy. Nothing other than first-class 
material of this kind has been purchased during this administration. These 
comments are equally applicable to scaling ladders and all other apparatus 
in daily use. The stock of horses had been allowed to deteriorate in numbers 
and quality. It is to-day more thoroughly equipped than ever before in the 
opinion of the older officers. 

A further interesting comment is suggested by an analysis of the criminal 
portion of the work of the Fire Marshal's Bureau. The present incumbent 
of the office in the boroughs of Manhattan, The Bronx and Richmond found 
upon taking office that six unfinished cases were upon the records, and that 
out of the 33 arrests for suspected incendiarism during the year 1901, 26 
cases had resulted in dismissal or acquittals and but one conviction obtained. 
The year 1902 closes with only one pending case upon the records of his 
office, there having been in all 41, and the remainder having been disposed 
of with the result that 19 convictions were obtained (three of them being 
found to be cases of insanity, though no less dangerous on that account), as 



contrasted with the one conviction during 1901 —- a condition of affairs due 
primarily to the skill and energy of the present Fire Marshal. 

In the boroughs of Brooklyn and Queens similar improvements are seen 
to have been effected, there having been convictions or committals to asylums 
in seven cases, against none for 1901, and only one case undisposed of at 
the end of 1902, against five at the close of the year 1901. 

Perhaps no greater danger threatens the people of the City than the acts 
of the deliberate incendiary, performed, as is usually the case, during the 
night "when the occupants of buildings are asleep. The seriousness of the 
offence is recognized by the Legislature, which has attached a very long 
period of imprisonment to a conviction for arson, varying from fifteen to 
forty years. 

The work of the Fire Marshal's Bureau is doubly useful in that it not 
only removes from the community a class of professional incendiaries, but 
also in the deterrent effect it produces upon those contemplating the crime 
of arson. In a minor degree the work is also of vast importance to the 
insurance companies. 

Promotions in the Uniformed Force. 

On April 22 the Commissioner issued a circular to the uniformed force 
stating that it had come to his knowledge that men who had obtained a 
high rating on the eligible list for promotion had been passed over by the 
preceding administration, and that others lower on the list had been appointed 
in their stead ； that under Rule 29 of the Municipal Civil Service Commission 
a name three times passed over in this manner lost its place on the list, but 
at the special request of the Commissioner names would be recertified ； that 
he believed injustice had been done in some, and perhaps in many, instances, 
and wishing to correct the same so far as in his power, he authorized the 
members of the uniformed force whose cases fell within these conditions to 
present the facts in writing. As a result of this many communications were 
received, and Deputy Chief of Department Cashman, Battalion Chiefs Clark 
and Gray, Foremen Fitzgerald, Hauck, Spillane, Lampert and McClymont, 
and Assistant Foremen Weber, Regan, Schvvimbersky, Roxbury, Craco, 
Smith, Walsh, Ruckholdt, Link and Haggerty, who had been passed over, 
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have been promoted. Since January i promotions in the uniformed force 
have been made on the basis of merit alone, the practice of failing to promote 
those who were without political or other influence having been done away 
with, and such will continue to be the policy of the administratiow. 

Restored to Duty in the Uniformed Force. 

An Engineer of the Department, doing duty in the borough of Brooklyn, 
because he testified before the Lexow Committee concerning attempts to 
coerce members of the uniformed force into paying political assessments, 
after several months of persecution, was dismissed from the Department on 
perjured testimony. An act authorizing a rehearing of the case passed the 
Legislature and, after receiving the approval of Mayor Low, was signed by 
Governor Odell. The man in question, after a thorough rehearing of his 
case, was reinstated, and his persecutors ― the Foreman and Assistant Fore- 
man of the Company in which he was serving at the time ― were placed on 
trial for the part they took in the affair, and after a fair and impartial hear- 
ing, at which their guilt was fully demonstrated, were dismissed the service 
of the Department. 

Political Assessments. 

In years past it had been the custom at election time to assess members 
of the uniformed force for political purposes. To do away with this practice, 
the Commissioner on October 2d, 1902, issued a circular calling attention to 
section 24 of the Civil Service Law, forbidding the levying or collection of 
political assessments, and after warning the members of the force against 
making such contributions, notified them they would have his support in 
rejecting demands for such exactions. 

Trial and Dismissal of the Chief of Department. 

The trial and dismissal from the uniformed force of Chief of Department 
Edward F. Croker is a matter of too recent occurrence to require extended 
notice, and yet is of such importance that it cannot be omitted from a review 
of the past year. After a long, exhaustive, patient and impartial trial, the 
Chief was found guilty of having, with disastrous result, suspended the 
operation of one or more important and essential statutes which it was his 
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duty to enforce, and of violating important rules and regulations of the 
Department which it was incumbent upon him, as the highest officer of the 
uniformed force, most strictly to observe. His offenses may be briefly sum- 
marized as : Incapacity, both from temperament and acquirements, to control 
great conflagrations ； a perverted view of the obligations of a public trust, 
which permitted him to use City property for the use of himself and his 
friends ; insubordination to superior authority ； and, lastly, a desire for self- 
aggrandizement and personal power which was so absorbing as to lead him 
to prostitute all the powers of his great position to that end. During the 
three years of his incumbency he labored to establish a personal following, 
to the sacrifice of the welfare of tlie men of the Department as a whole. 
Friends were honored and adherents and followers favored, while others 
were remorselessly punished, and those who would not be subservient were 
made to feel the weight of his displeasure, in their daily lives. His removal 
lifts a baneful influence from the Department, and now that both favoritism 
and tyranny are removed the efficiency and contentment of the force will be 
increased in that degree which naturally results from opening the prizes of 
the Fireman's profession to every man who merits them, without fear, favor, 
or invidious preference. 

Manhattan Fire Alarm Company. • 

On the 2 1 st day of February, 1902, the Commissioner revoked the permit 
granted to the ^Manhattan Fire Alarm Company in October, 1895, to connect 
various classes of buildings in this City with the telegraphic system oi the 
Department by means of the City's wires. The law, as it then stood, author- 
ized the Board of Fire Commissioners to require the owners of buildings of 
the classes referred to to provide such means of communicating alarms of 
fire as the Board might prescribe. There were several companies engaged 
in this line of business at the time, but all up to that date had maintained 
their wires in subways at their own cost, which entailed upon them an 
expense of a very considerable sum of money annually. The permit thus 
granted to the Manhattan Fire Alarm Company was not only a violation of 
the law prohibiting the conversion of public property to private use, but it 
gave to this company an undue advantage over its competitors as well by 
allowing it to use the City property without compensation. Owing to a 
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change in the complexion of the Board the company did but a meagre busi- 
ness until the advent of the Tammany administration in 1898, when the then 
Commissioner, by an arbitrary and improper use of the power given him 
under the provisions of section 762 of the Charter, compelled hundreds of 
apartment houses, whose character did not necessitate especial precautions, 
to establish telegraphic connection with the Department Headquarters, under 
penalty of a fine of $50 for non-compliance. The bulk of this business was 
done by the Manhattan Fire Alarm Company, which was specially favored 
by the Department (which refused to permit any other apparatus in many 
cases), and continued to enjoy its monopoly until the present Commissioner 
revoked the permit under which it operated, with the result that the City's 
telegraph lines will not hereafter be used by private corporations, and tfiou- 
sands of property owners, whose buildings do not require special protection 
of this character, are freed from paying tribute to a private company. Ample 
facilities to furnish all the special protection required are provided by in de- 
pending companies and by the Department. 

Improvement of the Fire Alarm Telegraph System. 

Shortly after assuming the duties of his office, the Commissioner learned 
that the telegraph circuits in the borough of Manhattan were greatly over- 
crowded with alarm boxes, and that steps must be taken to increase the 
efficiency of the service by installing additional cables, thus duplicating the 
circuits and reducing the number of boxes by half on each of the existing 
number of circuits ； that all of the conductors in cables were in use, and that 
no additional circuits could be established until new cables had been installed. 
In order to hasten the building of new circuits an arrangement has been 
entered into with the Manhattan Railway Company by which cables are 
placed on its structure via Third avenue, the Bowery and Pearl street to 
Hanover square, connecting with the present department underground system 
at intermediate points, permission having been granted by the said company 
to occupy the structure for said cables and the establishment of fire alarm 
boxes in stations for use in case of fire upon or in the vicinity of the same. 
The work has been begun, and will entail an expense to the City of about 
$13,500. Should the company at any time desire to revoke the permit 
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granted, it must give six months' notice of its intention to do so. This use 
of the elevated structure is without cost' of any rental to the City. 

A hew central station of the fire alarm telegraph system has been estab- 
lished in the quarters of Engine Company 46， Nos. 715 and 717 East One 
Hundred and Seventy-sixth street, borough of The Bronx, this step being 
rendered necessary by reason of the extensive building operations and in- 
creased population in the borough of The Bronx and the consequent increased 
area of territory requiring protection. Under the former arrangement, the 
central office in the borough of Manhattan controlled the wires and signals 
in the borough of The Bronx as well, all alarms being received at and sent 
out irom the Headquarters of the Department in East Sixty-seventh street, 
borough of Manhattan, a duty which taxed its facilities to the utmost. In 
the establishment of the new central office, it is the purpose to restrict the 
care of the wires and giving of signals in each borough to its own central 
office, an innovation which minimizes the risk of extensive damage thereto, 
The Harlem river has been made the dividing line for the circuits, thereby 
insuring to the territory north of that stream immunity from the effects of 
interruption of the workings of the marine cables crossing the same, and 
also preventing the breaking of Manhattan circuits as the result of severe 
storms destroying the lines on the north side of the river. 

For several years past fire alarm telegraph wires in the borough of 
Brooklyn have been strung upon the elevated railroad structures at a charge 
of 50 cents per year for each insulator connection, and $4 for each box 
attached to the structure. This method of telegraphic construction has per- 
mitted the removal of all pole lines along the route of the elevated railways, 
and has resulted in the added advantage of protecting the circuits from 
danger in case of storms. A new contract, extending to December 31, 1907, 
was drawn up in the fall of 1902, and is now in the hands of the Corporation 
Counsel for his approval, the principal points of which are as follows : 

The proposed agreement is to be entered into between the Brooklyn 
Elevated Railroad and the Brooklyn Heights Railroad Company, lessee, and 
the Fire Commissioner of The City of New York, and authorizes the latter 
to place upon and along the entire length of the elevated structure of the 
railroad company, such number of electric wires and electric cables, necessary 
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fixtures, and signal boxes as the business of the Department may require. 
The City is to pay the railroad company for such privilege an annual rental 
as follows : 

For single open wires or cables placed in boxes or troughs, at the rate 
of $4 per month per wire for single open wires, and $200 per month for 
cables containing not more than one hundred wires, plus $3 per month for 
each wire in such cable additional to said one hundred wires. 

For cables attached to the elevated structure and not in boxes or stations, 
$300 per month for cables containing not more than one hundred wires, plus 
$3 per month for each wire in such cable additional to said one hundred 
wires. 

For each and every connection of each and every single wire in the in- 
sulator crossarm or other fixture placed upon or attached to the structure 
of the Elevated company, 50 cents. 

For signal boxes attached to elevated columns on elevated stations, $4 
for each box. 

In case of dispute as to the meaning of the agreement in question, it may, 
at the option of either of said parties, be submitted to three arbitrators, one 
to be chosen by each party, and such two arbitrators to choose a third. The 
decision of the majority shall be final and conclusive upon the parties. 

This contract, if ratified, will result in vastly adding to the efficiency of 
the fire alarm telegraph system in the borough of Brooklyn. 

Steps for placing a part of the circuits underground are being taken 
and will be continued as regards the entire system (excepting what may be 
called the suburban lines), as rapidly as funds can be obtained and the work 
done. 

Municipal Explosives Commission. 

Pursuant to an ordinance passed by the Board of Aldermen and approved 
by his Honor the Mayor, a body known as the Municipal Explosives Com- 
mission, consisting of the Fire Commissioner (ex-officio) f chairman, and 
four others appointed by the Mayor, one of them from a list of ten submitted 
by the New York section of the American Chemical Society, has been created, 
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who are charged with the duty of making a complete revision of the rules 
and regulations for the manufacture, transportation, sale, handling and 
storage and use of explosives and dangerous chemicals of all kinds within 
the corporate limits of The City of New York. This Commission is prac- 
tically a bureau of the Department, having cognizance of many of the 
matters with which the existing Bureau of Combustibles had formerly to do. 
A vast amount of work devolves upon it, and many meetings are held, at 
which hearings are accorded to the business men interested in the various 
branches of the subject. % The four members of the Commission selected by 
the Mayor represent the highest grade of ability and experience in the work 
committed to them — and their objedt is to secure safety for the community 
with the least' onerous restrictions upon business consistent with that end. 

The destruction of the Tarrant Building, the explosion of the tunnel near 
the Murray Hill Hotel, the fires and numerous deaths caused by pyrotechnic 
bombs in Madison Square, and the many fires and deaths caused by the 
cheaper grades of parlor matches, together with the unanimous resolution of 
the New York Board of Fire Underwriters, calling for a prohibition of the 
use of such matches, emphasize the pressing necessity for the work the 
Commission is doing. 

Nezv Fireboats. 

The Board of Estimate and Apportionment, in the revised budget for 
1902, heeding the earnest representations of the Commissioner as to the im- 
perative need therefor, made an appropriation of $150,000 with which to 
obtain two new fireboats fof the use of this Department in the boroughs of 
Manhattan and The Bronx. The contract for one of these boats was awarded 
December 31, 1902, and that for the other will be let during the early part 
of the ensuing year. The last fireboat built was the "William L. Strong," 
in 1897. During the administration covering the period from January 1， 
1898, to the close of 1901 none was built, the then Board of Estimate and 
Apportionment refusing to make any allowance for the purpose, notwith- 
standing it was advised that it had become necessary to sell at public auction 
one of the fleet, the "William F. Havemeycr," a wooden vessel, which had 
seen thirty years' service and had become unfit for further effective use. 
As a result the river frontages have had the protection for the past year of 
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only three sound boats ("The Xew Yorker" and the "Zophar Mills" having 
been out of service undergoing extensive repairs and alterations), when as 
far back as 1896 they were safeguarded by five, and on December 31， 1897, 
at the end of the Strong administration, by six fireboats. By the end of 190 J 
seven well-equipped boats will be in service. 

Repairs to Fireboats. 

A special revenue bond issue of $75,000 was authorized in 1901 for the 
purpose of making extensive repairs and alterations to the fireboats "The Xew 
Yorker" and "Zophar Mills," boroughs of Manhattan and The Bronx. The 
contract price for "The New Yorker," which was awarded late in the month 
of December of that year, exceeded more than half of this sum, and before the 
contract for repairs to the "Zophar Mills" could be awarded, it became nec- 
essary for the Commissioner to apply to the present Board of Estimate and 
Apportionment for an additional allowance of $15,000. This sum was 
allowed in the revised budget for the present year, and the contract for the 
work has been awarded. When these extensive alterations and repairs shall 
have been completed, the "Zophar Mills" will be in prime condition to render 
effective service for many years to come. The work on "The New Yorker" 
has been completed and it is now in commission. Bach of these boats equals 
in power at least twelve land engines, and each can be placed in service at a 
a)st not exceeding that of two land companies. 

Repair Shops. 

The developments of a preliminary examination in the spring of this year 
into the conduct of affairs at the Repair Shops, boroughs of Manhattan and 
The Bronx, led the Commissioner to infer that for several years past a con- 
spiracy had existed in that branch of the service, whereby poor materials 
had been accepted from contractors and used in the repair work of Depart- 
ment apparatus and implements, and that overtime allowance of compen- 
sation had been made to favored employees when no emergency required the 
same. At the request of the Commissioner, the Mayor ordered a thorough 
examination of the books, accounts and affairs of the shops by the Com- 
missioners of Accounts, the result of which tended to show that such a 
conspiracy existed, and that the Chief of Construction and Repairs to Appa- 



ratus and several Foremen in said shops were parties thereto. The Chief 
of Construction and Repairs to Apparatus, a member of the uniformed force, 
was placed on trial on charges based upon the report of the Commissioners 
of Accounts, and after a fair and impartial hearing, was found guilty and. 
dismissed the service; as were the Foremen who, it appeared, were associated 
with him in the conspiracy. The report further showed that much private 
work had been done for the predecessor of the present Commissioner and 
for the late incumbent of the position of Chief of Department. A new system 
of accountability has been put in operation in the shops, whereby the suc- 
cessful consummation of such schemes will be impossible in the future. The 
work of this branch of the service is being well performed, and at a marked 
decrease from the annual outlay of recent years. 

Obstruction of Theatre Aisles. 

The Commissioner having learned from complaints of citizens and from 
reports of Firemen detailed at theatres that the managers of places of amuse- 
ment and entertainment in the various boroughs had made it a practice, in 
violation of the provisions of law bearing on the subject, to place chairs and 
camps tools in the aisles and to allow persons to stand in the aisles and in 
the rear of the orchestra chairs (a system fraught with danger in the event 
of an outbreak of fire or panic), introduced vigorous measures to compel the 
discontinuance of the practice. In a number of cases the action of the De- 
partment has been sustained by the courts and the pecuniary penalties have 
been paid by those violating the law : in some cases the decisions have been 
adverse. Each case presents new features on account of the difference in 
construction of the various theatres, but it is hoped that the courts will see 
their way clear to continue to uphold the salutary provisions of the law so 
that the dangers resulting from panic or fire may be reduced to a minimum, 
and that no recurrence of the Brooklyn Theatre tragedy of some years a^o 
may take place, as it surely will if the legal prohibitions are relaxed. 

Standpipes. . 

With the advent of buildings of unusual height, the problem of ex- 
tinguishing fires when they break out in upper stories becomes a matter of 
grave concern. An ordinary stream forced from a street hydrant through 
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a line of hose cannot do effective work at a greater height than six stories, 
but in the case of buildings equipped with standpipes of proper dimensions 
by connecting a line of hose from the engine to the standpipe in the street 
outside the building a powerful stream can be obtained at the top of our 
very tall buildings, as frequent tests have shown. Indeed, it has been dem- 
onstrated that two companies working through standpipes of proper dimen- 
sions can do as much work as a dozen companies required to stretch lines of 
hose through hallways, up stairways, etc., as the friction and back pressure 
on the hose at extreme heights are such as to prevent the obtaining of an 
effective stream. 

It is the policy of the present administration to require the placing of 
standpipes in all old business and public buildings and in all new buildings 
of more than 100 feet in height, and to enforce the same where necessary 
by legal action, the authority for which is found in section 109 of the Build- 
ing Code, as well as in the general provisions of section 762 of the Greater 
New York Charter. 

New Sites, Buildings, Etc. 

Xew sites upon which to erect apparatus houses, in the boroughs of 
Manhattan and The Bronx have been or are to be obtained during the coming 
year as follows : 

Xos. 278-284 Spring street. 

One Hundred and Thirty-fifth street and St. Nicholas avenue, or vicinity. 
One Hundred and Thirty-fourth street and Convent avenue. 
Bedford Park, near Briggs avenue. 

One Hundred and Thirty-eighth street, between St. Ann's and Cypress 
avenues. 

For Hook and Ladder Company 8, now located at No. 7 North Moore 
street. ， 

For Engine Company 12, now located at No. 261 William street. 

For Engine Company 25. now located at No. 342 Fifth street. 



The following new buildings in the boroughs of Manhattan and The 
Bronx are in process of erection, and will be completed during the coming 
year • . 

New house for Engine Company 62, White Plains road, near Julianna 
street, Williamsbridge. Contract price, $34,735. 

New house for Engine Company 32, No. 49 Beekman street. Contract 
price, $33,800. 

New house in One Hundred and Second street, near Amsterdam avenue, 
for a double company. Contract price, $66,000. 

New house, northwest corner Sedgwick avenue and One Hundred and 
Seventy-eighth street. Contract price, $43,436. 

The following apparatus houses are undergoing extensive repairs and 
alterations, amounting in the case of two to a practical rebuilding of the 
same : 

Hook and Ladder Company 15, Old slip. Contract price, $9,549. 

Engine Company 9, No. 55 East Broadway. Contract price, $22,479. 

Engine Company 22， No. 157 East Eighty-fifth street. Contract price, 
$18,549. 

The erection of a number of new buildings is in contemplation, plans and 
specifications for which are in course of preparation, as follows : 

New Repair Shops building, northeast corner of Fifty-sixth street and 
Twelfth avenue. ^ 

New house for Hook and Ladder Company 1 and Engine Company 7, 
on the south side of Chambers street, between Centre street and Park row. 

New house for Engine Company 41, One Hundred and Fiftieth street, 
near Courtlandt avenue. 

New house for Hook and Ladder Company in One Hundred and Four- 
teenth street, near Madison avenue. 

New house for an Engine Company at Intervale avenue and One Hundred 
and Sixty-ninth street. 



HOOK AND LADDER COMPANY No. 65, ENGINE COMPANY No. 158 
Fuel Depot and Chief of 35th Battaliou 
East 8th Street, near East Avenue 
Long Island City 
Borough of Queens 



23 



Plans for the erection during the coming year of four new buildings in 
the boroughs of Brooklyn and Queens are now in preparation, and proposals 
for erecting the buildings by contract at public letting will be advertised 
early in 1903, to wit : 

Engine Company 145, at Coney Island, in which building it is proposed 
to locate two engines and two tenders. Appropriation, $30,000. 

Engine Company 146, at Sheepshead Bay, in which building it is pro- 
posed to locate two engines; two tenders and hook and ladder truck. Ap- 
propriation, $40,000. 

For new house on Jackson avenue, Long Island City, for Hook and 
Ladder Company 66. Appropriation, $23,000. 

For new house on East Eighth street, Long Island City, for Engine 
Company 158 and Hook and Ladder Company 65 ； also as quarters Chief 
of Battalion. Appropriation, $6o，ooo. 

It is also the intention to erect a new house for Engine Company 150 at 
Blissville, for combination company (engine, hook and ladder truck and 
tender), for which an appropriation of $30,000 is available. 

It is also in contemplation to alter building on Hicks street to fit it for 
quarters of Engine Company 134, now located on Furman street, for which 
purpose $30,000 is at hand. 

There are several sites in process of acquirement, upon which new houses 
will be built as soon as the necessary funds are available for the purpose. 

A considerable sum of money is available for alterations and additions 
to buildings, which will be judiciously expended during the coming year. 

No new buildings for apparatus houses, either in Brooklyn or Long 
Island City, have been erected in many years, and it is the intention of the 
Commissioner to see to it that this state of affairs no longer continues. The 
members of, the paid force in Brooklyn and Queens are at present very 
poorly housed in many instances. The average of comfort and healthfulness, 
as the Commissioner has ascertained by personal inspection, is lower than 
in Manhattan and The Bronx. 
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Repairs to Buildings: 

Shortly after assuming office, the Commissioner ascertained that many 
of the buildings of the Department in the boroughs of Manhattan and The 
Bronx were in a dilapidated condition and unfit for habitation by the firemen. 
He accordingly applied to the Board of Estimate and Apportionment to 
permit the use of $50,000 appropriated in the bond issue of 1901 for new 
buildings, for the purpose of making additions and repairs to existing build- 
ings. The Board yielded its assent, and as a result several buildings have 
been remodeled and placed in a sanitary condition and are a credit to the 
Department. 

Relief {or Pension) Fund. 

The growing demands upon this Fund, due primarily to the increased 
and increasing number of retirements from active service rendered necessary 
by advancing years, and to the payment of allowances to the widows, chil- 
dren and dependent parents of deceased retired members of the uniformed 
force, have for some years back indicated that the time was fast approaching 
when the income of the Fund would no longer be equal to its requirements, 
and that to meet its legal obligations it would become necessary to encroach 
upon the principal. Nothing, however, was clone by the late administration 
to prepare for that event, which is now at hand, and unless measures are 
promptly taken by the State and Municipal authorities to ensure an increase 
in the income of the Fund, the Fire Commissioner, as its Trustee, will be 
obliged to sell the City bonds which form the principal of the Fund held in 
trust by him. 

Fuel and Forage. 

On taking charge of the Department the Commissioner was informed 
that there was not on hand a week's supply of coal or forage. The Depart- 
ment controls upward of 200 buildings requiring heat, and has 131 engine 
companies and never less than four fireboats requiring constant steam for 
their operation. It has also to feed the 1,021 horses in its service. Upon 
investigation it was ascertained that the scarcity in coal and forage was not 
attributable to remissness of the contractors but to lack of forethought on 
the part of the then Department officials. Confronted by the Charter pro- 
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vision requiring the procuring of these supplies in amounts in excess of 
$1,000 by contract' at public letting (the formalities attendant upon which 
procedure necessarily consume a considerable period of time) the embarrass- 
ment of the situation was relieved only by the prompt action of his Honor 
the Mayor and the Board of Aldermen, through whose agency the sum of 
$20,000 was placed at the disposal of the Department for emergency pur- 
chases of coal and forage. The condition of the coal market throughout the 
summer made the obtaining of supplies enormously difficult, but by the 
energetic efforts of the present officers charged with this duty no apparatus 
was put out of service for a single day from this cause. 

• Horses. 

In the boroughs of Manhattan and The Bronx 73 horses were purchased 
during the year 1902, and in the boroughs of Brooklyn and Queens 66， a 
total of 139. During the same period in the first two boroughs, 30 died and 
27 worn-out animals were sold, a total of 57 ； and in the last two boroughs, 
15 died and 27 no longer fit for service were sold, a total of 42, making an 
aggregate in the four boroughs of 99. At the close of 1902 there was on 
hand in the boroughs of Manhattan, The Bronx, Brooklyn and Queens a 
total of 1,021 horses, as against 981 on December 31, 1901, an increase of 40. 
Never before in the history of the Department has it been so well equipped 
in this regard as at the present time. 

Volunteer System. 

The Board of Estimate and Apportionment, at the request of the Board 
of Aldermen, having authorized the Comptroller to issue Special Revenue 
Bonds to the amount of $25,300 for the establishment, equipment and main- 
tenance of the fire alarm telegraph system in the borough of Richmond, a 
contract was entered into in the month of December which will in a few 
months result in placing that borough in possession of a modern system ot 
fire alarm telegraphic communication entirely surrounding the island, with 
a central office at New Brighton. 

An additional Special Revenue Bond issue of $25,000 was also author- 
ized for a telegraphic system in this borough, but the Commissioner, in view 
of the great need for furnishing many of the volunteer companies with 
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apparatus, horses, hose, and general equipment, requested that the proceeds 
of this particular issue might be so applied. The Board of Estimate and 
Apportionment promptly acquiesced, but the Board of Aldermen has thus 
far held the matter in abeyance, the indications, however, being that it will 
yield its assent in the early part of the coming year. This request of the 
Commissioner was based upon a report of the needs of the Volunteer System 
in those respects by any officer of the uniformed force well qualified for the 
duty, and his recommendations, when carried out, as they will be early next 
year, will result in adding greatly to the efficiency of the V olunteer Depart- 
ments. 

By means of appropriations and bond issues, the fire alarm telegraph 
system in the volunteer territory of the borough of Queens has been placed 
in a vastly improved condition, and contracts have been awarded to provide 
the companies during the year with new apparatus, horses, hose and other 
necessary equipment. The task has been very great, as nearly seventy 
volunteer companies are operating in that immense section of the City. 

In the amended Greater New York Charter a provision has been incor- 
porated in section 722, that in addition to the requirements therefor con- 
tained in the General Laws of the State, the certificate of the incorporation 
of any new volunteer fire company must also receive the approval of the 
Fire Commissioner. 

Endowment of Beds in Hospitals. 

Mrs. Henry B. Plant during the current year has endowed, in per- 
petuity, a bed in each of the Presbyterian, the New York, and the Hudson 
Street Hospitals (the latter a branch of the second-named institution), 
borough of Manhattan, for the use of members of the Fire Department of 
this City. 

Mrs. Plant's thoughtfulness and generosity, manifested in so practical 
and enduring a form, is deeply appreciated by the uniformed force, and will 
ever be cherished in grateful remembrance. 
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Report for the Boroughs of Manhattan, The Bronx and Richmond. 
Personnel, December 31, 1902. 

Headquarters ~» * 

Commissioner 1 

Secretary of Department 1 

Assistant Secretary 1 

Secretary to Commissioner 1 

Secretary Relief Fund 1 

Cashier 1 

Bookkeeper 1 



Medical Officers 3 

Clerks (senior) 2 

Clerks (junior) 2 

Stenographers and Typewriters 3 

Weighmaster 1 

Storekeeper 1 

Engineman 1 

- Stokers 5 

Watchman 1 

Driver 1 

Elevator Attendants 3 

Laborer • 1 

Cleaners 5 

36 

Bureau Chief of Department 一 



Uniformed Force. 

Chief of Department (vacancy) 

Deputy and Acting Chief of Department . . 



Deputy Chiefs of Department 3 

Chiefs of Battalion 16 

Chief Instructor 1 

Chief of Construction and Repairs to Apparatus 

(vacancy) 

Foremen (Captains) 99 
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Bureau Chief of Department 一 

Assistant Foremen (Lieutenants) 118 

Engineers of Steamers • 163 

Firemen first grade 704 

Firemen second grade 128 

Firemen third grade 125 

Firemen fourth grade 124 

Firemen, probationary 11 

i,493 

Ununiformed Force. 

Pilots 4 

Marine Engineers 5 

Stokers 15 

24 

Clerical Force. 

Clerks 3 

Draughtsman 1 

Stenographer and Typewriter 1 

5' 

Bureau of Combustibles ― 

Inspector of Combustibles 1 

Clerk • i 

Oil Surveyors 14 



i6 

Bureau of Fire Marshal ― 

Fire Marshal 1 

Assistant Fire Marshals 7 

Clerk i 

Stenographer and Typewriter 1 

io 

Fire Alarm Telegraph Branch 一 Boroughs of Manhattan 
and The Bronx 一 

Chief Operator 1 

Telegraph Operators 12 
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Fire Alarm Telegraph Branch 一 Boroughs of Manhattan 
and The Bronx ― 

Telephone Operator 

Instrument Makers 

Inspectors of Fire Alarm Boxes 

Batterymen 

Foreman 

Foreman of Cable Splicers 

Cable Splicers •• 

Foreman of Linemen - 

Linemen • 

Machinist 

Painters 

Mason 

Groundsmen 

Driver 

Stablemen s 

Borough of Richmond. 

Inspector of Fire Alarm Boxes. 

Lineman 

Repair Shops 一 

Clerks 

Engineman 

Machinists 

Machinists' Helpers 

Machinists' Apprentice 

Mechanics 

Boilermaker 

Steamfitters 

Coppersmith 

Foreman Blacksmith . 

Blacksmiths 

Blacksmiths* Helpers 

Foreman Wheelwright 



Repair Shops 一 

Wheelwrights 

Carpenters 

Foreman Harnessmaker 

Harnessmaker 

Upholsterer 

Hose Repairer 

Hose Repairer's Helpers , 

Foreman Painter. 

Painters 

Wagon Painter 

Carriage Painters 

Toolman 

Elevatorman 

Drivers 

Watchmen 

Laborer 

Stoker 

Superintendent of Buildings Branch 一 

Superintendent 

Clerk 

Architectural Draughtsmen 

Draughtsman 

Inspectors of Buildings 

Superintendent of Repairs 

Plumbers 

Carpenters 

Tinsmiths , 

Painters ，• ... 

Caulker 

Drivers 

Laborer 
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Hospital and Training Stables ~ 

Drivers 8 

Stablemen 4 

Night Watchman 1 

T3 



Aggregate i,753 



Bureau Chief of Department. 

report for the boroughs of manhattan., the bronx and richmond 
for the year ending december 31, i902. 

Hon. Thomas Sturgis, Fire Commissioner: 

Sir ~ I have the honor to transmit herewith for your information the 
annual report for the year 1902 of the Bureau Chief of Department, em- 
bracing the subjects of apparatus, statistics of fires, appointments, resigna- 
tions, dismissals, reinstatements, retirement from the service and register of 
officers of the uniformed force in active service, etc. ； also report of the 
Fire Alarm Telegraph Branch for the same period. 

On December 31, 1902, the total membership in the uniformed force in 
the boroughs of Manhattan and The Bronx numbered 1,493 officers, En- 
gineers and Firemen of all grades, including eleven probationary Firemen. 
The number of alarms responded to by the above force during the year was 
6,527 ； the fire extinguishing force consisted of seventy-four engine com- 
panies (including three fireboats) and twenty-five hook and ladder com- 
panies, nine of the former and five of the latter being what are known as 
double companies, consisting of an average total of twenty-one officers, 
engineers and men, equipped with two sets of apparatus and formed into 
two sections, one of which remains in quarters while the other responds to 
alarms for fires, for the purpose of covering the unprotected territory. One 
engine and one hook and ladder company are also equipped with searchlight 
engines, which are used at night fires ； and one engine and two hook and 
lad々 r companies are equipped with water towers. 
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To each company is assigned a district within whose limits commanding 
officers are responsible for violations of law, condition of alarm boxes, keys, 
etc. The companies are organized into sixteen battalions, composed of from 
five to ten companies in each, under command of a Chief of Battalion. The 
First, Second, Third, Fourth and Fifth Battalions form the First Division ； 
the Sixth, Seventh, Eighth and Ninth Battalions the Second Division; the 
Tenth, Eleventh, Twelfth and Sixteenth Battalions the Third Division, and 
the Thirteenth, Fourteenth and Fifteenth Battalions the Fourth Division, 
each under the command of a Deputy Chief of Department. 

The last-named division, which was created in June last, following the 
appointment of an additional Deputy Chief of Department, besides including 
a portion of the territory in the upper part of the borough of Manhattan, 
covers the entire territory comprising the borough of The Bronx. 

The notable fires described herein are those which have necessitated the 
calling into service of an extraordinary number of companies by reason of 
the area and magnitude of the fire ； those which have occurred in the upper 
parts of buildings of an unusual height, thereby rendering more than ordi- 
narily difficult the work of extinguishing them, and those which have been 
emphasized by loss of life or a large pecuniary loss or otherwise marked by 
exceptional circumstances. 

During the year 1902 contracts were awarded, and in some cases work 
commenced, for the erection of new apparatus houses in different localities, 
where, owing to the large number of new buildings already erected, new- 
companies are very much required. Contracts were also awarded for altera- 
tions to a large number of houses which have been occupied by this Depart- 
ment for a great many years, and which were in a bad state and almost unfit 
for further occupancy in their present state. A contract was also awarded 
for a new fireboat, which it is expected will be placed in service during the 
latter part of 1903. 

While some improvements have been made in the water supply system 
and some new mains and improved hydrants have been added to the present 
number, there still exists an absolute need that this important branch of the * 
service be greatly improved, as a large number of the hydrants in this city 
are of an old and antiquated pattern, freezing at the slightest approach of 
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cold weather, and requiring a large portion of the force to be constantly 
engaged in salting and thawing them out as soon as the cold weather sets in- 
Some of this trouble could be avoided if the use of the hydrants were re- 
stricted to narrower limits than is now the case, as at present they are used 
too freely by various departments and citizens, who handle them in a careless 
manner ； but the early installation of modern hydrants is vitally necessary. 
An increased number of water mains and the replacing of the present small 
ones by others of large diameter are matters of urgent need. 

The number of theatres in this city to which by law this Department is 
compelled to detail Firemen during all performances deprives companies of 
the services of a number of men at fires where they are most needed, and 
also is a source of inconvenience to the men in obtaining their meals regu- 
larly, and I would suggest that some action be taken in the near future to 
remedy the above. 

In conclusion, I desire to heartily indorse your contemplated action of 
securing enough additional members of the Department so as to permit of 
more time for meals and with their families, and recreation for its members. 

Yours respectfully, ， 

CHAS. D. PURROY, Acting Chief of Department. 
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Company, Organisation, Kind and Number of Apparatus, Number of 
Alarms Responded to, Number of Fires at Which Duty was Performed 
and Number of Officers and Men. 



Engine Company x . • 
Engine Company 2. . 
Engine Company 3 . • 
En^gine Company 4. . 
Engine Company 5 . . 
Engine Company 6 . . 
Engine Company 7 . . 
Engine Company 8. . 
Engine Company 9 . . 
Engine Company 10. 
Engine Company 1 1 • 
Engine Company 12. 
Engine Company 13. 
Engine Company 14. 
Engine Company 15. 
Engine Company 16. 
Engine Company 17. 
Engine Company 18. 
Engine Company 19. 
Engine Company 20 • 
Engine Company 21 . 
Engine Company 22. 
Engine Company 23. 
Engine Company 24. 
Engine Company 25. 
Engine Company 26. 
Engine Company 27. 
Engine Company 28. 
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213 
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Company. 



Remarks. 



Engine Company 29. 
Engine Company 30 . 
Engine Company 31 • 
Engine Company 32 . 
Engine Comnany 33. 
Engine Company 34 . 
Engine Company 35. 
Engine Company 36. 
Engine Company 37. 
Engine Company 38 . 
Engine Company 39. 
Engine Company 40. 
Engine Company 41 . 
Engine Company 42. 
Engine Company 43. 

Engine Company 44. 
Engine Company 45 . 
Engine Company 46: 
Engine Company 47. 
.Engine Company 48. 
Engine Company 49. 



Engine Company 50 . 
Engine Company 51 . 
Engine Company 52. 
Engine Company 53. 
Engine Company 54. 
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44 




274 


94 




360 


X09 


26 


138 


59 




324 


110 




301 


67 




404 


55 




379 


38 




191 


47 




70 


19 




331 


64 




207 


54 
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73 


21 
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61 
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15 
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40 




23 


l6 








l6 


73 




l6 


2x0 


15 


14 


xo 




12 


329 


%2 


14 


289 


60 


14 



Formerly fireboat "Wm. 
F. Havcmcycr." New 
boat in course of con- 
struction. 



This 



company Has also 
dcr its supervision c 
steam, 4 chemical and 
2 hand engines, 4 hook 
and ladder trucks. 5 a- 
wheel tenders ana 8 
wheel jumpers, sta- 
tioned at the variotii 
institutions on Ward's 
and Randall' 



andall'g Islands. 



Rrcboat "Zophar Mills." 



Apparatus. 



J£ SUE Jo .o» 



•0} papuodsM 

sccc 一々 |0 *og 



PIS jo ,0N 

SJ. Jo ON 

.SUIMU3 



36 



Engine Company 55. , 
Engine Company 56. 
Engine Company 57. , 

Engine Company 58 . 
Engine Company 59. 
Engine Company 60. 
Engine Company 61 . . 

Engine Company 62. 
Engine Company 63 . . 

Engine Company 64 . 

Engine Company 65. 
Engine Company 66. 

Engine Company 67 . 
Engine Company 68 . 
Engine Company 69. 
Engine Company 70. 
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6 




Hook and Ladder 1 


i •■ 384 


196 




Hook and Ladder 2 


2 •• 319 


166 


16 


Hook and Ladder 3 


1 i 329 


178 




Hook and Ladder 4 


i 4i8 


256 


16 


Hook and Ladder 5 


.. 2 329 


1-0 




Hook and Ladder 6 


.. i •• 633 


327 




Hook and Ladder 7 


i 289 


152 


16 


Hook and Ladder 8 


i "5 


160 





465 



28 



135 7 
436 58 



58 
18 



•9 6 
7 6 



Fircboat "The New 



•Combination hose wagon 
and chemical engine. 



•Combination hose wagon 
and chemical engine. 



•Combination hose wagon 
and chemical 



engu 

ose wi ― 
al engine. 



Fireboat "Wm. L. 
Strong." 



•Combination hose wagon 
and chemical engine. 



Company. 



Remarks. 



Apparatus. 



•IB Asa {ssuol 

.J£ SUE jo .oz 



sucv 一々 JO .oz 



t>§ "OOH Jo 。M 

3SCH poqfev.Jnod 
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Hook and Ladder 9 







• • i .. 


S8; 


300 


16 




Hook and Ladder 10. … 






•• ' •• 


219 


133 


17 




Hook and Ladder 1 1 • • • • 








437 


»43 






Hook and Ladder 12.... 






• i .. 


296 


175 


16 




Hook and Ladder 13 








345 


214 






Hook and Ladder 14. .. . 








388 


249 






Hook and Ladder is. … 








»I3 


68 


13 




Hook and Ladder 16. ... 








302 


144 


13 




Hook and Ladder 17.... 








"3 


92 






Hook and Ladder 18. .. . 








8^5 


400 


15 




Hook and Ladder 19. . . . 








93 


52 




*Chemical engine with 
reel for i-inch hose. 


Hook and Ladder 20 … • 








471 


253 


25 




Hook and Ladder 21 … . 








394 


aiS 


22 




Hook and Ladder 22. ... 








236 


131 


" 


'Chemical engine. 


Hook and Ladder 23. . . . 








130 


84 




*Chemical engine. 


Hook and Ladder 24. . . . 








408 


165 


24 


* Searchlight engine. 


Hook and Ladder 25. . . . 








234 


1" 


13 




Total 


.. 83 82 


8 


4 42 3 2 


^4,554 


8.365 1,472 


Docs not include chief 



tlticers, who number 21 



Average number of alarms responded to by each company, 248. 
Average number of fires at which each company performed duty, 85. 



Company. 



Remarks. 



Apparatus, 



,U3S pels 

.IB icwls PSCOJ 



•01 P3PUSIS。H 



•SPS.L PSIAV 

.JnoJ jo OK 

«SH 一 JAV-iJ 
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Classified Description of 



Size. Style of Size in inches o! 



. •• i •• •• Crane neck. 

x Crane neck. 

i Crane neck. 

i Crane neck. 

i U tank.... 

. i Crane neck. 

i Crane neck. 

z Crane neck. 

i • . • . Crane neck. 

i Crane neck. 

i Crane neck. 

i Crane neck. 

i Crane neck. 

, • . .* i • . , • Crane neck. 

. . i • . Crane neck. 

>• x Crane neck. 

. • , • i • • • • Crane neck. 

• • i • • • • Harp tank . 



2. 3. 4. 5. Frame. Boiler. Engine. 



:ube, 60-mch by 

ch Double %y» 6 4Ji 7»5io 

patent, 60-inch by 

ch Double 7^ 7 4H 6,485 

patent, 60-inch by 

ch ,. Double 6Ji 8 aH 7,38s 

tube, 60-inch by 

ch Double 8^ 8 4H 8,050 

eag, 30-inch by 

ch Double 8 12 4^ 6,750 

La France, 32-inch by 
60-inch Double 754 7 AH 6,740 

Sectional coil tube, 32- 
inch bv 62-inch Double 8^ 7 5 7.890 

Drop tube, 35 -inch pat- 
ent pen tube Double %\i 7 S 8,368 

Nest tube, 30-inch by 
60-inch Double 6 4H 7.7^0 

Nest tube, 64-inch by 
35-inch Double 8H 7 5 8,440 

Nest tube, 62-inch by 
32-inch Double 6H 8 6,210 

35-inch patent pen tube. Double 8 7 Ali 7，52o 

Sectional coil, 60 inch 
by 32-inch Double 7 4H 7,600 

Submerged flue, 62-inch 
by 31-mch Double 6% 8 4 7*184 

Nest tube, 60-inch by 
3o*inch Double 6 4^ 7,500 

3 1 -inch patent pen tube. Drop tube, 
62*iiich by 
31-inch 6Ji 8 4H 6,800 

Nest tube, 60-inch by 

30-inch Drop tube, 

62-inch by 
3 1 -inch 8J4 6 aM 7，"o 

La France, 60-inch by 

28-inch Single 7H 9 4^ S.700 



Weight 

with 
Water. 




•dlunj 



39 



Steam Fire Engines, Etc. 



Manufacturer's New Boilers, Pumps, Etc. 



When 
Built 
or 

Placed Num- 
in Name. ber. When. • By Whom. Where In Service 

Scr- • 
vice. 



1891 


La France Manufacturing 


209 


1883 


Clapp & Jones Company • . . 


415 


1871 


Amoskeag Manufacturing 


363 


Z892 


La France Manufacturing 


"4 


f866 


Amoskeag Manufacturing 


164 


f886 


Clapp & Jones Company , • • 


473 


1882 


Clapp & Jones Company. . . 


385 


1882 


Clapp & Jones Company • • • 


380 


1890 


La France Manufacturing 


187 


1882 


Clapp & Jones Company. . . 


383 


18S3 


Ahrens Manufacturing Com- 


358 


1880 


Clapp & Jones Company. . . 


3Si 


1885 


Clapp & Jones Company. . . 


463 


1895 


Manchester Locomotive 


"S 


1891 


La France Manufacturing 


203 


1871 


Amoskeag Manufacturing 


359 


1889 


La France Manufacturing • 


164 


1887 


Amoskeag Manufacturing 


530 



Spa 

1874 

1879 New boiler, R. & S.; new 
boiler and rebuilt. La 
France Company " 

1893 New boiler and rebuilt, La 

France Company " 

1895 New boiler " 

1895 New boiler and rebuilt. La 

France -Company. ...... " 

1894 New boHer, • La France 

Company M 

1894 New boiler and rebuilt, La 

France Company • " 

1894 New boiler and rebuilt. 
. American Fire Engine 
* (aompany -" 

1896 New boiler and rebuilt, 

Clapp & Jones M 

• 1883 New patent pen tube boiler *• 
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Size. Style of Size in Inches of 



Straight frame. ... C. & J. patent, 62-inch 

by 3 1 -inch Double 6Ji 8 aM 6,700 



U tank Amoskeag, 6o-inch by 

o-inch , 

Harp tank Amoskeag, 28-inch by 

6o-incI 



30-inch Double 8 12 A\i 6,750 

;S g, ..，??，..!^ Single ?H 9 4^ 5，8"> 

Crane neck Amosk«ag, 6o-inch by 、歌 

30-inch Double 6Ji 8 4H 7.250 

Straight frame.... 3 o-inch patent pen tube. Double 9% 6 53^ 6»oo» 

Straight frwt 30-inch Latta. Single 8 7 5 5.^75 

U taak 63-inch by 31 -inch Double 8 " 6»7S<> 

Crane neck 3o-inch by 60-inch Double 6}i 8 a% 6,8o» 

Harp tank Nest tube, 28-inch by 

60-inch Single 7H 9 aH 5.7©o 

Crane neck Nest tube, 60-inch by 

30-inch Double 8J4 6 4H 7,49。 

Crane neok. Water tube, 66-inch by 

364nch Double 9 8 9,6 10 

Crane neck. 66-inch by 36-inch Double 9 8 $}i 9t»H 

Crane ncok Nest tube, 6o-inch by 

(-inch ， 



Cr^ne neck Sectional tube, 62-inch 

by 30-ii " 



35-inch Double 8$i 8 4H 8.060 

9 8 5H 9.547 
:nd 二 Double 9H 6 5H 6 v aoo 



Crane neck V«f|ical tube, 66-inch 

by 36-inch Double 



Crane neck Nest tube, 62-inch by — ♦ ♦ 

33-inch Double 7H 8 9*015 

Crane neck Nest tube, 62-inch by 

32-inch Double 7% 8 4H 7*950 

Crane neck Sectional coil, 6a-inch 

by 30-inch Double 8 7 5 7,53^ 

Crane neck Vertical tube, 66-inch 

by 36-inch •• Double 9 8 55^ 9,75。 

Crane neck Sectional coil, 64-inch 

by 3S-inch Double 9 8 5^ 9,"$ 



3. 4. 5. Frame. Boiler. 



I 负 

www 



n 

E 
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Manufacturer's New Boilers, Pumps, Etc. 

When 
Built 

or • 
Placed Num- 

S;n Name. ber. When. By Whom, Where in Service, 

vice. 



1867 Amoske&g Manufacturing 

Company 226 

1866 Amoskcas Manufacturing 

Company 162 

1S77 Amoslceag Manufactaring 

Compnny 517 

1873 Amosk«&g Manufacturing 

Company 437 

1883 Clapp & Jones Company. . . 417 

1883 Ahrens Manufacturing Com- 
pany 354 

1866 Amoslceag Manufacturing 

Company 165 

1871 Amoskeag Manufactaring 

Company 36a 

1887 Amoskeag Manufacturing 

Company 519 

1889 La France Company 165 

1898 American Fire Engine Com- 
pany 2575 

1897 American Fire Engine Com- 
pany 3499 

1892 La France Company 232 

1900 American Fire Engine Com- 
pany 2684 

1 881 Clapp & Jones Company. . . 36a 

1888 La France Company 147 

1900 La France Company 436 

1880 Clapn & Jones Company . . . 35 j 

190a American Fire Engine Com- 
pany 2707 

189C American Fire Engine Com- 
pany U5^ 



1875 New boiler, Amoskeac 

Company., Spare. 

New boiler, La France 
Company " 

1889 New boiler «nd rebuilt, La 

France Company " 

1898 New boiler. La France 

Company " 

1899 New boiler, Gleaion- Bailey 

Company " 

1886 New boiler, Clapp & Jones 

Company M 

1883 New boiler, Clapp '& Jones 

Company " 

New boiler, La France 

1888 Company " 

1889 " 

Engine s. 

" 2. 

u 3* 

•• 4. 

1896 New boiler and rebuilt, 
American Fire Engine 
Company " 5. 

1899 New boiler and rebuilt. La 

France Company " 5. 

, •' 6. 

1894 New boiler and rebuilt, 
American Fire Engine 
Company " 7. 

" 8. 
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Size. Style of Size in Inches of 



Crane neck Sectional coil, 66-inch 

by 36-inch Double 



8 sYi 9.220 



Crane neck Nest tube, 6o-inch by 

33-inch Double ZYa 8 8,170 

Crane neck Nest tube, 60-inch by 

30-inch ••， . Double g}i 6 s}4 6,010 

Crane neck Nest tube, 64-inch by 

36-inch Double 9 5^4 9,890 

Crane neck Nest tube, 6o-inch by 

30-inch Double 9ii 6 sJ4 6,300 

Crane neck Vertical tube, 66-inch 

by 32-inch Double 9 8 9>70o 

Crane neck Nest tube, 62-inch by 

36-inch Double 8K 9 5 8,750 

Crane neck Nest tube, 62-inch by 

36-inch Double 8^ 9 5 8,790 

Crane neck Sectional coil, 64-inch 

by 35-inch Double 9 8 8,490 

Crane neck Xest tube, 60-inch by 

30-inch Double 9% 6 sH 6,290 

Crane neck Sectional tube, 6a<inch 

by 32-inch Double 7}i 7 4^4 7,870 

Crane neck Sectional tube, 6o-inch 

by 30-inch Double 9% 6 5% 6,255 

Crane neck Circular tube, 62-inch 

by 33-inch Double 7^ 8 aVa 9.067 

Crane neck. ...... Sectional tube, 66-inch 

by. 36-inch Double 9 8 sJ4 9,473 

Crane neck Sectional tube, 64-inch 

by 35-inch Double 9 8 554 8,360 

Crane neck Sectional tube, 64-inch 

m by 3s-inch Double 9 8 5^ 8,155 

Crane neck Nest tube, 60-inch by 

30-inch Double 754 8 4H 6,940 

Crane neck Nest tube, 60-inch by 

30-inch Double 7% 8 4H 7.284 

Crane neck Nest tube, 60-inch by 

30-inch Double 8^ 9 $}i 9,315 

Crane neck Sectional tube, 64-inch 

by 34-inch Double 9 8 5^ 8,460 

Crane neck Nest tube, 60-inch by 

30-inch Double 9K 6 5^4 6,306 



Frame. Boiler. Engine. 



Weight 

with 
Water. 



•dum 工 
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Manufacturer's New Boilers, Pumps, Etc. 



When 
Built 
or 

Placed Num. 
in Name. bcr. When. By Whom. Where in Service. 

Ser- 
vice. 



1897 American Fire Engine Com- 
pany 

1893 La France Company 

1 88 1 CUpp & Jones Company . . . 

1900 La France Company 

1884 Clapp & Jones Company. . . 

1900 American Fire Engine Com- 
pany 

1895 La France Company 

1894 La France Company 

1891 Clapp & Jones Company... 

1884 tlapp & Jones Company... 

1900 American Fire Engine Com- 
pany 

1884 Clapp & Jonea Company. . . 

j 880 La France Company 

1899 American Fire Engine Com- 
pany 

1893 American Fire Engine Com- 

pany 

1892 American Fire Engine Com- 

pany 

1894 La France Company 

1895 La France Company 

1896 La France Company 

1891 Clapp & Jones Company. . . 

1884 Clapp & Jones Company … 



2500 Engine 

•357 1896 New pumps, Repair Shop. . " 

370 ' 1896 New boiler and rebuilt, La 

France Company " 

434 •' 

432 1898 New boiler and rebuilt, La # 

France Company " 

2708 " 

398 " 

W " 

558 

438 1898 New boiler and rebuilt, La 

France Company " 

2726 

430 1899 N' ew boiler and rebuilt, . 

American Fire Engine 
Company " 

146 1899 New boiler and rebuilt, La 

France Company " 

2664 M 

2220 Engine 

"S3 ' " 

297 1898 Repaired by La France 

1900 Company " 

335 " 

369 " 

559 1892 New tubes, American Fire 

Engine Company " 

436 1898 New boiler and rebuilt, La 

France Company " 



26. 
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Crane neck Sectonal tube, 6o-inch 



Crane 

Crane 

Crane 

Crane 

Crane 

Crane 
Crane 
Crane 



neck Xest tube, 6o-inch by 

30- inch 

neck Sectional tube, 64-inch 

by 35-incb 

neck Nest tube, 66-inch by 

3 1 - inch 

neck Xest tube, 65-inch by 

36-inch 



neck. . 



Fox 

36-in' 



ertical, 
ich . . . 



66-inch by 



neck Nest tube, 65-inch by 

36-inch 

neck Nest tube, 60-inch by 

33-inch 

neck Sectional tube, 62-inch 

by 32-inch 



Crane neck Nest tube, 64-inch by 

36-inch 

Crane neck Sectional tube, 32-inch 

by 62-inch 



Crane 
Crane 

Crane 

Crane 

Crane 

Crane 
Crane 
Crane 



neck Nest tube, 62-inch by 

36-inch 

neck Nest tube, 60-inch by 

3o-inch 、 

neck Sectional tube, 62-inch 

by 30-inch 



neck. 



Sectional tube, 60-inch 
by 30-inch . 



neck Submerged flue, 60-inch 

by 28^ -inch 



. Xest tube, 6o*inch by 

30-inch 

Nest tube, 60-inch by 

30-inch . . . A 

neck Sectional tube, 62-inch 

by 30-inch 



neck, 
neck. 



Double 


8H 


7 


5 


7.790 


Double 


9% 


6 




6,306 


Double 


9 


8 






Double 


7% 


8 


sH 


8.Si» 


Double 




9 




9>545> 


L/OUD16 


9 




D 






Double 




9 


s% 


9.597 


Double 




n 




7，9 拟 


Double 






aH 


7.346^ 


Double 


SH 


9 


s% 


9.94© 


Double 








7.739^ 


Double 


m 


9 






Double 


8^ 


6 




7.7XO 


Double 






aH 




Double 








6,59» 


Double 




8 


zH 


6,660 


Double 


7Va 


8 


4Vi 




Double 


7Ya 


8 


aH 




Double 


9% 


6 


5^4 


5.300 



Crane neck Sectional tube, 60-inch 

by 30-inch Double 

Crane neck C. and J., 62-inch by 

|2-inc" 



32-inch 

ectional 
by 30-inch . 



Crane neck Sectional coil, 62-inch 

30-in " 



Double 
Double 



ey 4 



8 4^ 



6,610- 
7,530- 
6aio 



Size. Style of Size in Inches of 



3. 4. 5. Fmme. Boiler. Engine 



Weight 

with 
Water. 
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Manufacturer's New Boilers. Pumps, Etc. 



When 
Built 
or 

Placed Num- 
in Name. ber. When. By Whom. Where in Service. 



Ser- 
vice 



1882 Clapp & Jonei Company . . . 381 

1884 CUpp & Jones Company. . . 434 

1893 American Fire Engine Com* 

pany 2221 

1886 La France Company xo8 

1897 La France Company 378 

1890 Clapp & Jones Company. .. 544 

1899 La France Company 411 

1893 La France Company 958 

1883 Clapp & Jones Company.. . 413 

1900 La France Company 435 

1887 Clapp & Jones Company . . . 491 

1896 La France Company 348 

1890 La France Company 186 

1894 American Fire Engine Com- 

pany 2296 

1898 American Fire Engine Com- 

pany 2596 

1898 Amoskeag Manufacturing 

Company 739 

1895 La France Company 336 

189; La France Company J33 

1881 Clapp & Jones Company. . . 375 

1898 American Fire Engrine Com- 
pany 2597 

1896 American Fire Engine Com- 

pany 2432 

1883 Ahrens Manufacturing Com- 
pany 360 



1895 New boiler and rebuilt, 

American Fire Engine 

Company Engine 26. 

1898 New boiler and rebuilt, La 

France Company " 27. 

" 

1897 New boiler and rebuilt, La 

f ranee Company " 28. 

•' 29. 

New boiler and rebuilt, 
X90J International Fire En- 
gine Company " 30. 

" 3»- 

" 31- 

1896 New boiler and rebuilt, 

American Fire Engine 

Company " 32. 

33- 

1898 New boiler and rebuilt* 

American Fire Engine 

Company " 33. 

" 34- 

1893 Repaired, La France Com- 
pany " 35. 



" 36. 

•• 37- 

'• 3«. 

" 39- 

••' " 40. 

1897 New boiler and rebuilt, 
American Fire Engine 



Company " 41. 

" 4H- 

" 4*- 

New boiler and rebuilt, La 

1893 France Company " 45. 
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Crane neck Sectional tube, 62-mch 

by 32-inch 

Crane neck Nest tube, 6o-inch by 

30-inch 

Straight frame. . • • Pen tube, 62-inch by 30- 
inch 



Crane neck Sectional tube, 30-inch 

by 60-inch 



U tank La France, 31 -inch by 

61 -inch 

U tank La France, 31 -inch by 

6 1 -inch 



Crane neck C. and J., 31 -inch by 

'>2-inc' 



Straight frame. -. 



62-inch 

,a Fra: 
66-inc 



La France, 31 -inch by 
nch 









i • • , , Crane neck. 




. . . i Crane neck. 




[ . . . , Crane neck • 




Crane neck. 




Crane neck. 




i , • • • Crane neck. 




i • • • • Crane neck . 




i •• •• Crane neck. 




[ ••, Crane neck. 




i Crane neck. 




. X • • Crane neck . 




Crane neck. 




i . . Crane neck . 



6 1 -inch 



by 3 1 -inch. 

Actional tub 
by 30-inch. 

Actional tub 
by 32-inch. 



Nest tube, 65-inch by 
36-inch 

Sectional tube, 60-inch 
by 36-inch 



30-inch . . . 
:«st tube, 6 

30-inch . . . 
actional tubi 

by 30-inch . 



30- inch 
Ccst tube 

3 1 - inch 

Ccst tub« 
30-inch 

<est tub< 
36-inch 

S T cst tub< 
28-inch 



Double 


7^ 


7 




7.560 


Double 




6 


4H 


7.45^ 


Double 


9Ya 


6 


5^ 


S，&9S 


Double 


9% 


6 


syi 


5.300- 


Double 


8 




474 


w，/ 》w 


Double 


8 


12 




6,5^ 






g 






Double 




8 


aH 


6,700 


Double 


g 








Double 








7*200 


Double 




6 




5.030 


Double 








7,940 


Double 


8^ 


9 


sYa 


9.64a 


Double 


9 


8 


5^ 


9.448 


Double 






4H 


7.930 


Double 






aH 


6,935 


Double 






aH 


6,9^5 


Double 






aH 


7.074 


Double 


9% 


6 


554 


6,310 


Double 


9Ya 


6 




5.30O 


Dquble 




9 




9»6oo 


Double 


6« 






6,670 



Size. Style of Size in Inches of 



2. 3. 4. 5. Frame. Boiler. Engine. 




•doslj 
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Manufacturer's New Boilers, Pumps, Etc. 



When 
Bu 



ilt 
or 

Placed Num- 
in Name. ber. When. By Whom. Where in Service. 

Ser- 
vice. 



1 901 American Fire Engine Com- 
pany 2802 

1889 La France Company 163 

1883 Clapp & Jones Company. . . 409 

1 881 Llapp & Jones Company. . . 371 

1866 Amoskeag Manufacturing 

Company x6o 

1865 Amoskeax Manufacturing 

Company 158 

1 87 1 Amoskeag Mai4^acturing 

Company 360 

1*5^8" Amoskeag Manufacturing 

Company 296 

1866 Amoskeag Manufacturing 159 

Company 159 

1895 Manchester Locomotive 

Works 7x4 

1884 Clapp & Jones Company. . . 452 

1900 American Fire Engine Com- 
pany • 2727 

1897 La France Company 377 

1899 American Fire Engine Com- 

pany 2663 

1900 La France Company 437 

1893 La France Company 256 

1894 American Fire Engine Com- 

pany 2297 

1895 La France Company 3" 

1 881 Clapp & Jones Company. . . 365 

】88i Clapp & Jones Company. . . 368 

1898 La France Company 395 

1898 】-a France Company 400 



1898 Xew boiler and rebuilt, 
American Fire Engine 
Company •• 

.... New boiler and rebuilt, 
American Fire Engine 
Company 



x8S 9 



New boiler and rebuilt, La 
France Company 



1888 New boiler, La France 
Company 



1886 New boiler, La France 

Company 

New boiler, Amoskeag 

1879 J Company 

1889 1 New boiler and rebuilt, La 
France Company 



1899 New boiler and rebuilt, 
American Fire Engine 
Company 



】$97 New boiler, La France 
Company 

1896 New boiler, La France 
Company 



Engine 46. 
" 47- 

" 48. 

" 49* 
" 49. 

" 49- 
" 49- 

" 49. 
" 49- 
" 49- 

" SO- 

S3. 
54- 

55- 
56. 
58. 

59- 
60. 
6x. 

62. 
65. 
«7. 
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Crane neck. 



Nest tube, 6o-inch by 

28-inch 

Crane neck Sectional tube, 6o-inch 

by 30-inch 



Crane neck Sectional 



Crane neck Fox tube, 30-inch by 

' >-inch 



60-inch 

Nest 
28-inch 



In use from sunset 
rise. 

rem 

sunrise Searchlight Nest tube, 6o-inch by 

26-inch 



In use from sunset 



Double 
Double 



ictional tube, 6o-inch 
by 30-inch Double 



Crane neck Submerged flue, 60-inch 

by 28^ -inch Double 

Crane neck Nest tube, 64-inch by 

30-inch Double 

Crane neck Nest tube, 6o«inch by 

30-inch Double 

Crane neck Sectional tube, 62-inch 

by 32-inch Double 



Double 
Single 

Single 



4 6,590 

aH 6,097 



9Ya 6 lYt 6,315 

6H 8 zH 6,6a S 

9 554 9.767 

9% 6 s 54 S.7SO 



754 
6^ 



4% 7»5*o 
4 6,630 
• • 7，3。o 



- wheel chemical 
engine 

- wheel chemical 
engine 



y - wheel chemical 
engine 

1 -wheel chemical 
engine 

\ • wheel chemical 
engine 



First size. . • . 
First size. . . . 
First size. . • . 
Second size . 
Second size. 



j Charged 

j Charged 
I 4,320 



Combination chemical engine and hose wagon (single tank) 

Combination chemical engine and hose wagon (single tank) ， ^ 

Combination chemical engine and hose wagon (single tank) / Not charged 

Chemical engine (double tank) | Charged 

Combination chemical engine and hose wagon (single tank) / N ot charged 

Chemical engine (doable tank) / Not charged 

» 3,410 

Chemical engine (double tank)...' / Not charged 

. . . ( 4.250 

Two hand engines . . . . 



Size. Style of Size in Inches of 



Frame. Boiler. Engine. 



Weight 
with 
Water. 



•dclnj 
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Manufacturer's New Boilers, Pumps, Etc. 



When 
Built 
or 

P i^ ed Name. ben When. By Whom. Where in Service. 

Scr- . 



1898 La France Company 399 

1882 Qapp & Jones Company. . . 397 

1884 Clapp & Jones Company... 433 

1899 Amoskeag Manufacturing 

Company 740 

1900 La France Company 4^4 

1 88 1 Clapp & Jones Company... 359 

1 901 International F. E. Com- 

pany; American F. £. 
Company 2803 

1 90 1 International F. £. Com- 
pany; Americas F. E. 
Company 2801 

1900 La France Company 1 

190X La Fiance Company 2 

1873 B a b c o c k Manufacturing 

Company 101 

1873 B a b c o c k Manufacturing 

Company 102 

1873 Babcock Manufacturing 

Company 103 

.... Babcock Manufacturing 

Company 9 

.... Babcock Manufacturing 

Company 

1896 Fire Engine Manufacturing 

Company 3 

1896 Chas. T. Holloway 2 

i8qq Rumsev & Co 6 

Fire T?nyine Manufacturing 

Company 1 

1899 Rumsey & Co 7 

1808 Fire Engine Manufacturing 

Company 4 

i8q8 Chas. T. Holloway 5 



Engine 68. 

1899 New boiler and rebuilt, 
American Fire Engine 
Company ■* 69 

1899 New boiler and rebuilt, 
American Fire Engine 
Company " 70. 

" 71. 

" 72- 

i8g<! New boiler and rebuilt, La 

France Company " /$. 

' 74- 

" 75- 

.... i Bullock marine type 
multipolar generator of 
S kilowatts, 2.18-inch 

projector lamps Hook and Ladder 24. 

. .. . i Bullock marine type 
multipolar generator of 
S kilowatts, 1. X 6-inch 
projector and 1.16-inch 
reflector lamp Engine 20. 

Fifteenth Battalion 

Engine 49. 

" 49- 

" 49- 

" 49- 

" 6t. 

" 63. 

" 64. 

Hook and Ladder 19. 

Engine 70. 

Hook and Ladder 22. 

r Engine 4Q. 3 



So 



Classified Description of Hook and Ladder Trucks. 



Regulation roller 



(egula 
frame 75 

Aerial turn-table. . 85 

Aerial extension 

ladder 85 foot extension F. S. Scagrave, Columbus, 



foot extension Rumsey & Co., Seneca 
Falls, N. Y 

foot extension La France Fire-engine 
Company, Elmira, N. Y. 



Hayes' turn-table. . 85 
Aerial turn-table.. . 85 
Steel roller frame. . 70 



Steel roller frame. . 70 foot Gleason 



Ohio 

foot extension La France Company, Elmi- 

ra, N. Y 

foot extension La Fr«ncc Company, Elrai- 

ra, N. V 

foot Gieason & Bailey Manu- 

Cacturinf Company, Sen- 
Falls, N. Y 

n & Bailey Mai 



Babcock aerial 
turn-table : 



leason & Bailey Manu- 
facturing Company, Sen- 
eca Falls, N. Y 



Hayes' turn-table. . 85 
Steel roller frame. . 7© 
Steel roller frame. . 7° 
Steel roller frame. . 7° 

Steel roller frame . . 70 

Hayes' turn-table. . 85 

Hayes' aerial ex- 
tension 85 

Dederick aerial ex- 
tension ©5 

Hayes' turn-table. . 75 

Hayes* turn-table. • 85 

Dederick aerial ex- 
tension 85 

Dederick aerial ex- 
tension 65 

Regulation roller 
frame 65 

Roller frame 60 

Dederick aerial ex- 
tension 85, 



foot extension The Fire Extinguisher 
Manufacturing Compr - 
Chicago, 111., for S. 
Hay ward & Co., New 
York 



foot 
foot 
foot 



Rumsey & Co., Seneca 
Falls, N. " ' 



o, 111., for 
rd & Co., 

foot extension La France Company, Elmi- 
N. Y. "丄. 

raus, 丄、 • Y • 

Rumsey & Co., Seneca 

Falls, JS. Y 

Gleason & Bailey Manu- 
facturing Company, Sen- 
eca Falls, N. Y. - 

foot extension Gleason & Bailey Manu- 
facturing- Company, Sen- 
eca Falls, N. Y. 
foot extension La France Company, Elmi- 
ra, N. Y 

foot extension Iniei national Fire-engine 
Company, New York. . . 

foot extension International Fire-engine 
Company, New York. . • 

foot extension La France Company, £lmi- 
ra. N. Y 

foot extension La France Company, Elmi- 
1a, N. Y 

foot extension Gleason. & Jfailcy Manu- 
factunng 1 Company, Sen- 
eca Falls, N. Y 

foot extension Gleason & J^ailey Manu- 
facturing 1 Company, ben- 
eca Falls, N. Y 

foot Repair Shop, New York . . 

foot Gleason & Bailey Manu- 
facturing- Company, Sen- 
eca Falls, N. Y 

foot extension Gleason & Bailey Manu- 
facturing- Company, Sen- 
eca Falls, N. Y 



1892 39 Hook and Ladder 
1894 46 Hock and Ladder 



1902 65 

1886 30 

1893 42 

1893 44 

1890 37 



Hook and Ladder 
Hook and Ladder 
Hook and Ladder 

Hook and Ladder 

Hook and Ladder 



1900 63 Hook and Ladder 6 

1891 38 Hook and Ladder 7 

1892 40 Hook and Ladder 8 
189; 41 Hook and Ladder 9 

1894 45 Hook and Ladder 10 

1895 50 Hook and Ladder 11 
1886 31 Hook and Ladder 12 

1901 222 Hook and Ladder 13 

1901 64 Hook and Ladder 13 

1888 34 Hook and Ladder 14 

1900 61 Hook and Ladder 15 

1900 60 Hook and Ladder 16 

1898 57 Hook and Ladder 1 7 

1872 12 Hook and Ladder 18 

1893 43 Hook and Ladder 19 

1896 53 Hook and Ladder 20 



Longest 

Style. Ladder. Manufacturer. 



Where Used. 



51 



Hayes' turn-table. . 85 foot extension 
85 foot extension 



Dederick aerial ex- 
tension . . . 



Roller frame 73 foot extension 

Roller frame 60 foot 



Aerial extension 
ladder ； 



Regulation roller 
frame 60 foot extension 



La France Company, Elmi- 
ra, N. V 

La France Company, Elmi- 
ra, N. Y., for Interna- 
tional Fire-engine Com- 
pany, Mew York 

Repair Shop 

Gleason & Bailey Manu- 
facturing- Company, Sen- 
eca Falls, N. Y 

F. S. Seagravc, Columbus, 

Ohio 



1887 32" Hook and Ladder 20 



1002 
i860 



66 Hook and Ladder 21 
6 Hook and Ladder 21 



Dederick aerial ex- 
tension . . . 



Dederick aerial ex- 
tension 



Gleason & Bailey Manu- 
facturing Company, Sen- 
eca Falls, N. V 



8s foot extension Gleason, ilailcy & Rum- 
sey， branch of Intcna- 
tional Jf ire-engine Com- 
pany 



1894 47 Hook and Ladder 22 

1902 68 Hook and Ladder 22 

1898 58 Hook and Ladder 23 

1 901 62 Hook and Ladder 24 



Goose neck 60 foot. 

foot. 



75 foot extension Gleason, Bailey & La 
France Company, for 
International Fire-engine 

Company 



1902 
.VoLDcpt 



Two wheel. 
Two wheel . 



Two wheel … ， 
Two wliccl. . . 
Roller frame. 
Roller frame. 

Roller frame. , 

Roller frame. , 

Roller frame. 

Roller frame. 

Roller frame. 

Roller frame. 
Roller frame. 
Rolkr frame. 



foot... 

o foot 

foot. . . 

foot 

foot. . . 

foot... 

foot... 
foot... 
foot. .. 
foot... 

foot extension 
foot extension 
foot. 



leason . 
facturing 1 Company, 

eca Falls, N. V 

leason & Bailey Manu- 
facturing Company, Sen 



Gleason & Bailey Man 
一 ，Se】 
. Y. • 
tilcy 》 
"ing Corneal 
eca Falls, N. Y. 

Bangor Ladder Company. 

, Bangor Ladder Company. 

Repair Shop, New Vork. . 



1896 

1896 
1894 
i895 
1882 



67 Hook and Ladder 25 
4 l£ngine 49 



4 Engine 49 

5 Engine 49 
i Engine 49 
3 Engine 49 

22 Engine 50 



Gleason & Bailey Mi 

♦ facturing- Company, Sen- 
eca Falls, N. Y. 



anu 
Sen 



Gleason & Bailey Manu- 
facturing 1 Company, Sen- 
eca Falls. N. Y 

Hoepfncr & Wucst, New 

York 

Rurascy & Co., Seneca 
Falls, N. Y._ 



1895 48 Engine 45 



Rumsey i 
Falls, W 

Gr 



& Co., 
Y.. 



Seneca 



leason He Bailey Manu- 
facturing Company, Sen- 
eca Falls. N. Y 

Hoepfncr & Wuest, New 

York 

Kumsey & Co., Seneca 

Falls, N. Y 

Repair Shop, New York. 

Roller frame 65 foot Repair Shop, New York. 



1895 
1898 
1896 
1896 

1898 
i899 

lilt 
z88i 



Engine 52 
Engine 48 
Engine 61 
Engine 62 

Engine 68 
Engine 69 
Engine 70 

First Battalion, 

spare. 
Second Battalion, 

spare. 



Longest 

Style. Ladder. Manufacturer. 



Where Used. 



.SON sfs 



luilda (一 



52 



Roller frame. 
Roller frame . 
Roller frame. 



Roller frame 70 

Roller frame 50 

Kollcr frame 50 



Repair 
Repair 



Shop, New York. 
Shop, New York. 



bot extension Firc-cn^ine Manufacturing 
Company, Chicago, 111.. 

t Repair Shcp, Nev. York. 

t Repair Shop, New York. 



Fire Ext'ingvisher Manu- 
facturing Company, Chi- 
cago, 111 



1 wo wneel 50 loot Joseph S. Smith, Bangor, 

Ale 



Two wheel. 



Rangon Extension Ladder 
Company, Bangor, Me. 



1878 


18 

II 


Fourth Battalion, 

spare. 
Tenth Battalion, 

spare. 


1883 
1872 


36 


Twelfth 
spare. 
Twelfth 


Battalion, 
Battalion, 


1877 


16 


spare. 

Thirteenth Battalion, 
spare. 


1883 


27 


Fifteenth 
spare. 


Battalion, 


1899 


6 


Fifteenth 
spare. 


Battalion, 


189s 




Fifteenth 
spare. 


Battalion, 



Classified Description of Hose Tenders, Hose JVa^ons, Boat Tenders, Water 

Toilers, Etc. 



Style. 



Manufacturer. 



When 

Built or Regis- Where 
Placed in tcred. used. 
Service. Number. 



First-size hose wagon. 
First-size hose wagon. 



Glcason & Bailey Manufacturing 
Company, Seneca Falls, N. Y. . 
& Co., Seneca Falls, 



N. Y 

First-size hose wagon Gleason & Bailey Manufacturing 

Company, Seijeca Falls, N. Y. . 
Gleason &. Baile: ― 

Co: 



First-size hose wagon. 



. any, Seneca r; 

First -size hose wagon Gleason ik. Bailey Manufacturing 

Company, Seneca Falls, N. Y. . 

Second-size hose wagon Sebastian Manufacturing Company. 

New York City, N. Y 



Second-size hose wagon . 
First-size hose wagon... 



Bailey Manufacturing 
Seneca Falls. N. Y.. 

Bail< --- 
Sen* 
nufa 
Vork_City, 



leason & Bai' , 
Company, Seneca 
Icaso 
Com 



Manufacttirini 
ny， Seneca Falls. N. Y. 
& Bailey Ma 



ifacturing 
Scneba Falls. N. Y.. 
Fire-engine Company, 
N. Y. 



npany, ： 

First-size hose wagon International 

Seneca Falls, 

Hose wagon Gleason & Bailey Manufacturing 

Company, Seneca Falls. N. Y. - 
ze hose wagon The Seagrave Company, Colum- 
bus. O 

zc hose wagon Rumsev & Co., Seneca Falls, 

N. V 

2c hose wagon The Seagrave Company, Colum- 
bus, O 

Two-wheel tender Repair Shop 



First-si 
First-! 
First -si 



1898 


58 


Engine 




1897 


53 


Engine 




1892 


24 


Engine 


3 


1899. 


77 


Engine 




1899 


73 


Engine 




1898 


59 


Engine 




1896 


48 


Engine 


6 


1896 


52 


Engine 




1901 


80 


Engine 


8 


1891 


18 


Engine 


9 


1901 


82 


Engine 


9 


1897 


54 


Engine 


【0 


1901 


83 


Engine 






21 


Engine 1 


2 



Longest 

Style. Ladder. Manufacturer. 



Where Used. 



•.5 一 ulnl^ 

pie 一& j6 



53 



Style. 



Manufacturer. 



W 



Vhere 
used. 



First-size hose wagon The Scagrave Company, Colum- 
bus, O 

Two-wheel tender Repair Shop 



First-size hose wagon P ^Earrctt, Sons & Co., Brooklyn, 

Hose wagon G^O^^^^ 

Hose wagon Kumscy & Co.' ^ncca Falls, 

First-size hose wagon P.^Barritt; SoAs* & Co., Brooklyn, 

First-size hose wagon Ru^sey '&. Co., Seneca Falls, 

Second-size hose wagon P- ^Barrett,' Sons & Co., Brooklyn, 

Ho- wagon 

Two-wheel tender Re P air Shop 

First-size hose wagon The Scagrave Company, Colum- 

_ bus, O. 

Hose wagon 

First-size hose "/agon. 

Company, bencc& *，• -. 

First-size hose wagon The Scagrave Company, Colu 

bus, O 



Gleason & Bailey Manufacturing 
Company, Seneca Falls, N. Y. . 

Gleason & Bailey Manufacturing 
Company, Seneca Falls, N. Y. . 



First-size hose wagon Runis^r 

Seccnd-size hose wagon Gleason & Baiiiy Manufacturini 

First-size hose wagon 

First-size hose wagon Gl 

Wa ， G &n & y, ^iCT" y"! 

First-size hose wagon P. Barrett, Sons & Co., Brooklyn, 

N. Y 

Four-wheel tender Gleason & Bailey Manufacturing 

Company, Seneca rans, M. Y. . 
Second-size hose wagon P. ^Barrett, Sons & Co., Brooklyn, 

Four-wheel tender Firc-enginc Manufacturing Com- 
pany, Chitago, 111 

Hose wagon Gleason & Bailey Manufacturing 



& Co., Seneca Falls, 

leason & Bailey Manufacturing 
Company, Seneca Falls, N. Y.. 
Scagrave Company, Colum- 

is, O ；••••；•• 

leason & Bailey Manufacturing 
Compiny, Seneca Falls, N. Y.. 
leason He Bailey Manufacturing 



Company, Seneca Falls, N. Y. . 
hose wagon The Scagrave Company, Colum- 
bus, O ； • • • • • 

ze hose wagon Rumsey & Co" Seneca Falls, 

ze hose wagon • 



First 
First- 
First-si 

Company, Sene" * «» • 

Four-wheel tender Gleason & Bailey Manufai 

― Seneca Falls, 

Bailey Manufacturini 



Hose wagon 

First-size hose wagon 



Glc 



Gleason & Bailey Manufacturing 
Company, Seneca Falls. N. Y. . 
leason & Bailey Manufacturing 
Company, Seneca Falls, N. Y . . 
Gleason & Bailey Manufacturing 
Company, Seneca Falls, N. Y.. 
leason & Bailey Manufacturing 
Company, Seneca Falls, N. Y.. 

ITose wagon Gleason & Bailey Manufacturing 

Company, Seneca Falls, N. Y. . 
Hose wagon Rurnscv it Co., Seneca Falls, 

First-size hose wagon Gleason & Bailey Manufaciuring 

Company, Seneca Falls. N. \ . . 

Hose wagon (； leason & Bailey Manufacturing 

Company, Sentca Falls, N. Y. . 



1901 


84 


Engine 12 


1883 


SO 


Engine 13 


1895 


39 


Engine 13 


1889 


3 


Engine 13 


1895 


35 


Engine 14 


1895 


38 


Engine 15 


1898 


72 


Engine 16 


1895 


44 


Engine 16 


1891 


16 


Engine 17 


1880 


41 


Engine z8 


1901 


85 


Engine 18 


1891 


10 


Engine 19 


1899 


74 


Engine 19 


1901 


86 


Engine 20 


1898 


71 


Engine 21 


1894 


3« 


Engine 22 


1901 


87 


Engine 23 


1896 


51 


Engine 24 


1891 


19 


Engine 25 


1895 


40 


Engine 26 


1889 


86 


Engine 26 


189s 


43 


Engine 26 


I8S4 


& 


Engine 27 


1893 


30 


Engine 27 


1901 


88 


Engine 28 


1897 


56 


Engine 29 


1899 


75 


Engine 30 


1886 


69 


Engine 31 


1893 


3» 


Engine 31 


1891 


12 


Engine 31 


189^ 


23 


Engine 32 


1894 


36 


Engine 33 


1892 


20 


Engine 33 


1892 


21 


Engine 34 



54 



When 

Built or Regis- Where 

Style. Manufacturer. Placed in tcrcd. used. 

* Service. Number. 



Seccnd-size hose wagon P. Barrett, So.is & Co., Brooklyn, 

N. Y 

Hose wason Gibson & ！ ailey Manufacturini 

Company, Seneca Falls, N. Y. , 

^cccrd-size hose wagon Sebastian Waeon Company, New 

York City, N. Y 

Hose wagon Gleason & !ailey Manufacturing 

• Company, Seneca Falls, N. Y. . 

Second-size hose wagon P.^agett, Sons & Co., Brooklyn, 

Gleason & Bailey Manufacturing 
Company, Seneca Falls. N. Y. . 

p (altered from supply 



Hose wagon 

Hose ， R ^on) 

Four-wheel tender J- Bauchcllc, Elizabeth, N. 

5econa size hose wagon Sebastian W affon Company. New 

l ork City, N. \ 

Second size hose wagon P. Barrett, Sons & Co., Brooklyn, 

N. Y 

Third-size hose wagon Sebastian Wagon Company, New 

\ ork Citv. N. Y 

Third-size hose wagon Sebastian ^Wa^on ^Compsny. New 

VVagon Company, New 



Second-size hose wagon Sebastian U agon 

^ ork City, N. Y 

Four-wheel tender V.^] .^cyms. New York City, 

Third-size hose wagon Sebastian Wa^on Company, New 

Vork City, N. Y 

Two-wheel tender Repair Shop 

Two-wheel tender Repair Shop 

Two-wheel tender Repair Shop 

Two-wheel tender Amoskeag Manufacturing Com- 
pany. Manchester, N. H 

Two-wheel tender Repair Shop 

Two-wheel tender Repair Shop 

Hose wagon Gleason & Bailey Manufacturing 

Company, boreca Falls, IS. Y. . 

Eight two-wheel hose jumpers 

Scccnd size hose wagon P. ^Barren, Sons & Co., Brooklyn, 

Third-size hose wagon Sebastian ^VaRon^ Company, New 

Four-wheel tender Fire-engine Manufacturing Cora- 

panv. Chicago, 111 

Secor a-size hose wagon P ^Barrett, Sons & Co., Brooklyn, 

Hose wagon Gkason & Bailey Manufacturing 

Company. Seneca Falls. N. Y. . 
First-size hose wagon Rumsey & Co., Seneca Falls, N. 

First-size hose wagon Gleason & Bailey Manufacturing 

C ompany^ Seneca Falls, N. Y . . 



Sccor.d-size hose wagon Sebast 

, 、'o ' 

Hose wagon Gleas 

Company, beneca falls, is. 1 ：… 
Hose wagon Gleason & Bailey Manufacturing 

Company, Seneca Falls, N. Y. . 



agon Company, New 

York City, N. Y 

& Bailev Manufacturing 
Seneca Falls. N. Y. 



1895 


41 


Engine 3； 


1894 


33 


Engine 36 


1898 


60 


Engine 37 


1893 


29 


Engine 38 


1895 


45 


Engine 39 


IO92 


25 


Engine 40 


l89I 


11 


Engine 41 


I883 


56 


Engine 42 


1898 


63 


Engine 42 


1895 


42 


Engine 44 


1898 


64 


Engine 45 


1898 


65 


Engine 46 


1898 


61 


Engine 47 


1882 


49 


Engine 48 


1898 


66 


Engine 48 




12 


Engine 49 


1885 


67 


Engine 49 


1871 


30 


Engine 49 




8 


Engine 49 




28 


Engine 49 




27 


• Engine 49 


1890 


6 


Engine 49 






Engine 49 


1895 


47 


Engine 50 


1898 


67 


Engine $2 


1885 


66 


Engine 5a 


1895 


46 


Engine 53 


1892 


26 


Engine 53 


1897 


5S 


Engine 54 


1899 


76 


Engine 55 


1898 


62 


Engine 56 


1893 


28 


Engine 58 


1894 


34 


Engine 59 



55 



When 

Built or Regis- Where 

Style. Manufacturer. Placed in tered. used. 

Service. Number. 



Second-si7C hose «agon Gleason & Bailey Manufacturing 

Company, Seneca Falls, N. Y. . . 
& Bailey Manufacturing 
" neca Falls, N. Y.T 



Scccnd-size hose wagon . 
First-size hose wagon. . . 



i»95 
1896 

ompany, Seneca Falls, N. Y. . 1898 

Third-size hose wagon Sebastian Wagon Company, New 

York City, N. Y 1898 

Third-size hose wagon E. B. Preston, Chicago, 111 1899 



Gleasc 

Company, Seneca Falls, N. Y. . 
Gleason & Bailey Manufacturing 
Company, Seneca Falls, N. Y. . 



Third-size hose wagon Sebastian Wagon Company, New 

York City, S. Y 

>bastian wagon Compar y. New 

York City, N. Y 

Gleason & Bailey Manufacturing 
Company, Seneca Falls, N. Y. . 
lilcy Manufi 

mpany, Seneca Falls, 

' 'nal " ■•— — 



Third-size hose wagon 
Four-wheel tender . . . . 
Second-size hose wagon 
First-size hose wagon . . 



Gleas 
C01 
Gl 



11^, Seneca Falls, 



ileas< 
Con 



any, Seneca Falls' N. 
& Bailey Manufai 



Third-size hose wagon Intcrnati 



Manufacturins 
― N. Y.. 
lecturing 



Firc-eneine Com- 



1898 
1899 
1888 
1896 
1899 



tion 

• pany, Seneca Falls, N. Y 1901 

Second-size hose wagon The Seagrave Company, Colum- 
bus, 1901 

Second-size hose wagon The . Seagrave Company, Colum- 

* s. O. 



First-size water tower (Hale's patent) . . 

First-size water tower (Hale's patent) . . 

First-size water tower (Hale's patent) . . 

First-size water tower (Hale's patent) . . 

First-size water tower (Hale's patent) . . 



Kansas City Fire Department Sup- 
ply Company, Kansas City, Mo. 

Kansas City Fire Department Sup- 
ply Company, Kansas City, Mo. 

Fire-engine Manufacturing Com- 
pany, Chicago, 111., for S. F. 
Hay ward, New York 

Fire-engine Manufacturing 
pany, Chicago, 111., for 
Hayward, Nt\ 



York. 



Com- 
S. F. 



190X 
1890 

1895 
1898 



Fire-engine Manufacturing Corn- 
Chicago. 111., for S. F. 
rd, New York. 



lyward, 

Fuel wagon Located at No. 28 

Beaver street Fuel Depot No. 

Fuel wagon Located at No. .5 

Duane street Fuel Depot No. 

Fuel wagon Located at " 

Chrystie 

Fuel wagon Located at 

Mercer street . 

Fuel wagon : Located at No. 180 

Clinton street Fuel Depot No. 

Fuel wagon •• Located at quarters 

Engine 24 Fuel Depot No. 

Fuel wagon Located at quarters 

Engine 28 Fuel Depot No. 

Fuel wagon Located at quarters 

Engin 



No. 
trcct : 
No. 



IS7 



t«d 



Fuel wagon Loc 

Engine 

Fuel wagon Located 

East 

s 

Fuel wagon Lo( 



at quarters 



rect 
ated 



at No. 100 
Thirty-third 



.ocated at quarters 
Hook and Ladder 2. 

Fuel wa^on Located at quarters 



Fuel wagon 



_ Engine 



Engine 60 
Engine 62 
Engine 65 
Engine 67 
Engine 68 

Engine 63 

Engine 69 

Engine 69 

Engine 71 

Engine 72 

Engine 73 

Engine 74 

Engine 75 

Second 
Battalion 

Second 
Battalion 



6 Hook and 
Ladder 24 



37 
49 



68 



69 



83 



78 



89 



Hook and 
Ladder 3 



8 



Fuel Depot No. 5 
Fuel Depot No. 23 



9 



Fuel Depot No. xo 
Fuel Depot No. x z 

Fuel Depot No. 12 

Fuel Depot No. 14 

„ Fuel Depot No. 13 

Located at quarters 

Engine 23 Fuel Depot No. 15 



Engine 3 1 

i st Battalion 

2d Battalion 

3d Battalion 

3d Battalion 

4th Battalion 

5th Battalion 

6th Battalion 

7th Battalion 

7th Battalion 

8th Battalion 

8th Battalion 

9th Battalion 

9th Battalion 



56 



When 

Built or Regis- • Where 

Style. Manufacturer. Placed in tcred. used. 

Service. Number. 



Description of Fireboats in Service. 

"Zophar Mills" (Engine 57). 

Length over all, 120 feet: beam, 25 feet ； draught, forward, 9 feet ； aft,. 
12 feet ； hull, iron ； tonnage, 185.49 ； horsepower, 575 ； I condensing engine; 
diameter, 30 inches ； stroke, 30 inches ； 2 boilers, locomotive pattern ； steam 
pressure, 65 pounds ； single screw ； pumps, double, 16-9-7%， 16 - 9-7 H ; 
capacity of each, 1,500 gallons per minute 一 3，ooo gallons ； built 1882. De- 
signer and architect, Charles H. Has well. Constructors ― Hull, engine and 
boilers, the Pusey & Jones Company, Wilmington, Delaware, $45,800 ； 
pumps, Clapp & Jones Manufacturing Company, Hudson, New York,. 
$11,400; total cost, $57,200. 

"The New Yorker" (Engine 57). 

Length over all, 125.5 feet; beam, 26 feet ； draught, forward, 9 feet ； aft, 
12 feet ； hull, steel ； tonnage, 243.37 '» horsepower, 800; 1 triple expansion 
engine : cylinders, high pressure, 15 inches ； intermediate, 24 inches ； low, 



Fuel wagon 

Fuel wagon 

Fuel wagon 

Fuel wagon 

Fuel wagon 

Fuel wagon 

Fuel wagon 

Fuel wagon 

Fuel wagon 

Fuel wagon 

Fuel wagon 

One four-wheel carriage 
One two-wheel jumper. . 



at quarters 

54 Fuel Depot No. 13 

at quarters 

22 Fuel Depot No. x6 

it No. 209 
n« Hundred 
wenty-second 

Fuel Depot No. 19 

at quarters 

S3 Fuel Depot No. 18 

at No. 58 

e street. . . . Fuel Depot No. 20 
at quarters 
md Ladder 

, Fuel Depot No. 17 

at quarters 

50 Fuel Depot No. 22 

at quarters 
md Ladder 

Fuel Depot No. 21 

at quarters 

52 Fuel Depot No. 24 

at quarters 

30 Fuel Depot No. 6 

at quarters 

id Ladder 3. Fuel Depot No. 9 



9th Battalion 
loth Battalion 

1 2th Battalion 
10th Battalion 
13th Battalion 

nth Battalioa 
14th Battalion 

14th Battalion 
15th Battalion 
5th Battalion 
6th Battalion 
13th Battalion 
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39 inches : stroke, 24 inches ； 2 boilers, Scotch pattern ； steam pressure, J 48 
pounds ； single screw ； pumps, double, 16^2-1 1-10, 17-11-10; capacity of 
each, 6,500 gallons per minute 一 13,000 gallons ； built 1891. Designer and 
architect, Charles H. Haswell. Constructors — Hull, Julius Jonson, Xew 
York City, $34,800 ； engines, Brown & Miller, Jersey City, $23,650 ； boilers, 
McNeil & McLochlin, Greenpoint, Long Island, $19,800; pumps, La France 
Fire Engine Company, Elmira, New York, $io，ooo; Clapp & Jones Manu- 
facturing Company, Hudson, New York, $10,000 ； total cost, $98,250. 

"IVilUam L. Strong" (Engine 66). 

Size ~ Length, 1 10 feet 10 inches ； width, 24 feet ； draught, 9 feet. Hull, 
engines and boilers built by J. H. Dialogue & Son, Camden, Xew Jersey. 
Designer and architect, H. de B. Parsons, New York City. • Steel hull. Two 
scotch boilers ； diameter of each, 10 feet by i^i inches ； 132 tubes in each 
boiler. Two Morrison suspension furnaces ； diameter of furnaces, 38^ 
inches ； grate surface of both, 77 square feet; heating surface of both, 2,icx> 
square feet. Engine 一 Single screw invert fore-and-aft compound engine ； 
length of stroke of piston, 22 inches ； diameter steam cylinder, high pressure, 
16 inches ； low pressure, 30 inches ； maximum horsepower of engine, 338. 
Fire pumps 一 Two sets single directing duplex crank and flywheel ； each 
steam cylinder, diameter, 17 inches ； each water cylinder, diameter, 10 inches : 
stroke, 1 1 inches ； capacity of each pump, about 3,250 gallons per minute ； 
total capacity of both pumps, 6,500 gallons per minute ； cost of pumps, $8,500. 
Cost of boat, boilers and engine, $47,990. Total cost, $56,490. Four 6-inch 
and eight 3% -inch discharge gates. Three swivel nozzle standpipes. 

Nczu Fireboats. 

A new fireboat is in process of construction, the description of which " 
as follows : 

Length over all, 117 feet 93^2 inches. 

Breadth moulded, 24 feet inches. 

Draught loaded, g feet 6 inches. 

Hull, engine and boilers to be built by the New York Shipbuilding Com- 
pany, Camden, N. J., at a cost of $70,000. Consulting Engineer and De- 
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signer, H. de B. Parsons, New York City ； steel hull, two Scotch boilers, 
diameter of each, 10 feet 9 inches by 11 feet gys inches in length ； two 
Morrison suspension furnaces, diameter of furnaces, 40 inches ； engines of 
the compound inverted surface condensing, to drive a single screw ； diameter 
of high pressure cylinder, 17 inches ； low pressure, 34 inches, each having a 
stroke of 24 inches ； maximum indicated horsepower, 500 : fire pumps, three 
vertical duplex double-acting fire pumps with three swivel nozzle stand- 
pipes, to be built by the American Fire Engine Company at a cost of $11,000. 
Total cost of boat, $81,000. 

Plans, drawings and specifications have been prepared by Tarns, Lemoine 
& Crane, nival architects, for a second new fireboat, the contract for which 
will be advertised at public letting early in the ensuing year. 

The last Legislature passed an act which received the sanction of the 
Mayor and the approval of the Governor, and is known as chapter 553 of 
the Laws of 1902, providing that the Fire Department shall, through its 
fireboats, possess over the waters of the harbor around The City of New 
York similar jurisdiction to that which it now exercises through its appa- 
ratus companies on land. The bill was drawn by representatives of the 
large shipping interests and was heartily supported by the Maritime Ex- 
change, the opposition coming from the tugboat owners who were not un- 
naturally antagonistic to a measure which would result to their pecuniary 
detriment. The necessity for the law arose from the fact that the opera- 
tions of the fireboats on the occasion of river conflagrations have in the 
past been seriously hampered by the activity of tugboats of all sizes anxious 
to establish a claim to salvage by attaching a hr.wser to the burning vessel. 

The new fireboat built during the last year of the Strong administration 
was named the "William L. Strong" in honor of the then Mayor, through 
whose instrumentality largely the Board of Estimate and Apportionment 
was prevailed upon to provide the necessary funds for its construction. 
Upon the advent of the succeeding administration, the name was changed 
to the "Robert A. Van Wyck," and upon the accession to the Commissioner- 
ship of the Department of the present incumbent, the original name of the 
boat was restored. 
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Volunteer System, Borough of Richmond. 
Rossville Fire Department. 

1 Foreman. 

2 Assistant Foremen. 
28 Firemen. 

1 Hook and Ladder Company (with hose wagon attached ) . 

Pleasant Plains Fire Department. 

2 Foremen. 

4 Assistant Foremen. 
I Engineer of Steamer. 
65 Firemen, 
i Engine Company (gasolene), 
i Hook and Ladder Company. 

i Hose Company (in connection with engine company, no appropriation). 
Xczv Dorp Fire Department. 

1 Foreman. 

2 Assistant Foremen. 
23 Firemen. 

i Hook and Ladder Company ( with hose wagon attached). 
Tottenville Fire Department. 

1 Chief Engineer. 

2 Assistant Chief Engineers. 

3 Foremen. 

6 Assistant Foremen. , 
i Engineer of Steamer. 
79 Firemen, 
i Engine Company. 
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1 Hose Company (in connection with engine company, no appropriation). 

2 Hook and Ladder Companies. 

Kreischerville Fire Department. 

1 Foreman. 

2 Assistant Foremen. 
26 Firemen. 

i Hook and Ladder Company. 

Huguenot Fire Department. 

1 Foreman. 

2 Assistant Foremen. 
28 Firemen. 

i Engine Company (hand engine). 

I Hose Company (in connection with engine company, no appropriation). 
Edgeicater Fire Department. 

i Chief Engineer. 

3 Assistant Chief Engineers. 
18 Foremen. 

36 Assistant Foremen. 

5 Engineers of Steamer. 

5 Assistant Engineers. 
543 Firemen. 

5 Engine Companies. 

3 Hook and Ladder Companies. 
10 Hose Companies. 
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North Shore Fire Department. 



I 


Chief Engineer. 


4 


Assistant Engineers. 


21 


Foremen. 


40 


Assistant Foremen. 


8 


Engineers. 


652 


Firemen. 



5 Engine Companies (4 steam ； i hand). 

7 Hook and Ladder Companies. 

8 Hose Companies, 
i Patrol Company. 

Chapter 612 of the Laws of 1899, amending the provisions of section 
722 of the Greater New York Charter as enacted in 1897, relating to volun- 
teer fire companies, provided that annual allowances for the support and 
maintenance of incorporated volunteer fire companies in the borough of 
Richmond should be made by the Board of Estimate and Apportionment, 
as follows: Engine companies, $1,200 each ； hook and ladder companies, 
$1,000 each ； hose and patrol companies, $800 each. 

A further amendment has been added in the revised Charter of 1901 
to the section in question, empowering said Board, in its discretion, to 
appropriate such sums of money as it may deem necessary for the purchase 
of apparatus for the use of the several volunteer companies, and for the 
maintenance of a fire alarm telegraph system in the bororgh of Richmond, 
as also in the borough of Queens. 

With the proceeds of Special Revenue Bond issues authorized by the 
Board of Estimate and Apportionment and the Board of Aldermen, amount- 
ing to $50,300, the borough of Richmond, before the middle of the coming 
year, will have an up-to-date system of fire alarm telegraphic communica- 
tion, and many of its pressing needs, not only in the way of new apparatus, 
but of horses, hose, and general equipment as well, it is anticipated will have 
been met and satisfied. 
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Xumber and Character of Alarms and Manner of Receipt. 



Alarms. 


From 
Department 
Street Alarm 
Boxes. 


Special 
Department 
Telegraph 

Signals. Verbally. 


Automatic 
Telegraph. 


Total. 






IS i»743 


48 


5.840 




26s 


2 59 


8 


334 




246 


7 17 


83 


353 






24 1,818 


139 





Alarms were communicated by attaches of this Department 12 

Alarms were communicated by attaches of Police Department 139 

Alarms were communicated by district key-holders 122 

Alarms were communicated by citizen key-holders 40 

Alarms were communicated by other means 6,214 

Total 6,527 



Statistics of Fires. 



In buildings 一 

Confined to point of 



Confined to building. . ' . 
Extended to other build- 
ings 

In vessels 

In places other than build- 
ings and vessels 



455 


461 


445 


442 


413 457 


356 


323 


369 


378 


509 5.150 


33 




15 


23 


17 ai 


13 


XI 


21 


17 


40 257 


6 


6 




9 


9 5 










5 58 








3 












i 25 


20 


36 


26 


43 


30 24 


35 


28 


37 


SO 


11 350 



•X 一 -If 

•XJBnuef 



Total 



585 Si6 523 491 520 471 508 410 368 430 452 566 5,840 
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Extinguished without engine 

stream 340 a8i 305 301 322 302 340 257 230 282 287 334 3'58i 

Extinguished with one engine 

stream 183 184 179 U7 155 129 135 "7 1" "6 134 166 1,756 

Extinguished with two or 

three engine streams. . . . 42 33 25 30 34 30 25 25 22 22 19 54 3ot 
Extinguished with more than 

three engine streams 20 18 14 13 9 10 8 11 5 10 iz 12 142 



Total 585 516 523 491 520 471 508 410 368 430 452 5^(5 5,840 



Extent of Damage to Buildings and J r esscls. 



Built mainly of brick, stone or 
iron ~ - 

Slight 50 45 36 

Considerable 14 8 9 

Destroyed 4 

Built mainly of wood 一 

Slight S 5 2 

Considerable 5 3 

Destroyed 1 2 3 

Total 75 67 50 
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08 
6 



8 



19 23 28 28 45 4 Z 8 
6 2 5 11 7 87 



55 43 59 34 33 



i 16 
46 60 613 



Between 6 a. m. and 6 p. m.. 324 268 266 245 254 220 246 205 183 214 234 320 2,979 
Between 6 p. m. and 6 a. m.. 261 248 257 246 266 251 262 205 185 216 ai8 246 2,861 



Total each month. . 585 5x6 523 491 520 471 508 410 368 430 452 566 5,840 



Note. 一 The report of the Bureau of Chief of Department shows the total number of fires during 
the year to have been 5,840; that of the Bureau of Fire Marshal, 5,839. The fire February 22 at the 
Seventy-first Regiment armory, which extended to the Park Avenue Hotel, is entered on the records 
of the former office as two separate and distinct fires; on the records of "the latter as one. 
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•XJBnJ<l;>,. 一 

•XJS-ucf 
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•xlnf 
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First quarter 19,188,829 gallons, of which 8,365,450 gallons were river water. 
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Water Consumption. 



Bureau Chief of Department, Fire Alarm Telegraph Branch, 
report for the boroughs of manhattan, the bronx and richmond, 

FOR THE YEAR ENDING DECEMBER 31, I902. 

Charles D. Purroy, Esq., Acting Chief of Department: 

Sir 一 I have the honor to transmit herewith report of operations of the 
Fire Alarm Telegraph Branch, Bureau Chief of Department, J^oroughs of 
Manhattan and The Bronx, for the year ending December 31， 1902, as 
follows : 

Alarms and Calls 一 

First alarms from street boxes (by Auxiliary 55) 4,540 

Automatic Signal Company 94 

Pneumatic Signal Company 58 

Special Fire Alarm Electrical Signal Company 15 

Public special building signals 6 

Alarms by public telephone 100 

Police Headquarters 14 

Second alarms •• II2 

Third alarms 57 

Fourth alarms n 

Fifth alarms ^ 

Simultaneous call l 

Special Calls For 一 

Engine Companies 2 g 

Hook and ladder companies 68 

Water tower 6 
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Alarms and Calls 一 

Special Calls For 一 

Searchlight engine I 

Insurance patrols 100 

Ambulances 219 

Notice of still alarms 1,528 

Messages received 14,100 

Messages transmitted 5,462 



The alarm system of the Department comprises the following signal 
stations : 

Street boxes. Class 1 (3 added during year) 807 

Street boxes. Class 2 (3 added during year) 274 

Public schools (6 added during year) 199 

City institutions, etc. (1 added during year) 67 

Total i,347 



The following fire alarm signal stations are maintained by auxiliary fire 
alarm companies outside of the Department : 

Automatic Signal Telegraph Company (61 added during year). . . . 1,126 
Manhattan Fire Alarm Company (1 disconnected during year). ... 69c 

Special Building Signal Company (65 added during year) 490 

T'iK'itrjatic i,、iie Alarm Company (26 added (luring year) 337 



The underground system consists of 128 1-5 miles of cable in subways, 
or 986 2-5 miles of conductor. 

During the year 32,439 feet of cable were laid, of which 28,403 feet 
were for repairs and alterations and 4,036 feet were for extensions to the 
underground system. 

Slvcii hundred and fifty-one and seven-twelfths feet of subsidiary duct 
were laid, of which 648 1-3 feet were for repairs and alterations and 
feet were for extensions to the underground system. 

Forty-nine miles of aerial wire were put up, of which 26 l / 2 miles were 
tor alterations and repairs and 223^ miles for extensions to the system. 
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Thirty poles were set, 113 old and dangerous poles taken down, and 
35 2-10 miles of old wire were taken down. 

A most important undertaking is now in progress, which will result in 
materially increasing the effectiveness of the Department's telegraph service. 
In the year 1870, when the fire alarm telegraph system was established in 
that portion of the City now known as the borough of Manhattan, there 
were 700 boxes installed upon 50 circuits, and subsequently the same circuits 
were extended to the present borough of The Bronx and some 300 boxes 
added thereto. Since then from time ■ to time new boxes have been added 
until the circuits originally installed are now carrying a total of 1 ,347 
alarm boxes, with the result that some of the circuits are of too great 
length and all so overloaded that it militates against their efficient operation, 
rendering imperative increased construction of lines to relieve the con^c^ted 
condition in this regard at present existing. To this end cables containing 
a large number of conductors arc now being placed on the Third Avenue 
elevated railway structure (under an agreement in writing, entered into be- 
tween the management of the company and this Department) for connection 
with the underground system in the borough of Manhattan, south of Sixty - 
seventh street, which will afford the means necessary for dividing 15 of the 
existing circuits and the forming of new ones, making in all thirty circuits, 
and locating thereon an average number of twenty boxes on each circuit, 
as against forty boxes on the original circuits ； an advantage which, in the 
event of the breaking of any of the circuits, can scarcely be overestimated, 
particularly when considered in conjunction with the fact that all the circuits 
will be shorter and less liable than now to interruption from numerous 
underground cable troubles of frequent occurrence. 

An improvement in the condition of the system has also hetMi made in 
the borough of The Bronx by the establishment in Tremont of a branch 
central office, which has been fully equipped with electrical appliances and 
is operated exclusively for the reception and transmission of alarms of fire 
in that borough. The creation of this office is indeed a noteworthy event 
in the history of the fire alarm telegraph system, in that in case of emer- 
gency it can he made a substitute for the Manhattan office, and as now 
arranged the Bronx office relieves it of the care and maintenance of some 
400 rnilcs of aerial lines which are subject to frequent interruption from 
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sleet and other storms. Furthermore the division made of the lines shortens 
tlieir routes and reduces the number of instruments on each circuit. 

As a result of the various improvements made in the system, it may 
safely be stated that the efficiency of its service has been increased fully 
one hundred per cent. 

The new fire alarm telegraph system now in process of installation in 
the borough of Richmond will, when completed, as it will be before the close 
of the summer of 1903, place that borough in possession of a modern system 
of communicating alarms for fire far superior to that in the borough of 
Queens, and .equal to, and in many respects in advance of, that existing in 
the boroughs of Manhattan, The Bronx and Brooklyn, in that it will em- 
brace the 1'dtest devices for the protection of telegraph apparatus from 
damage 1)〉' lightning and fire, and from interruption from other causes. 

The instructions of the Conynissioner, who has given close attention 
to the subject in all its details, that the new electric plant should embody all 
the latest improvements extant and be up to date in every respect, have been 
faithfully observed by his staff of experts, whose labors have been greatly 
facilitated by the valuable and intelligent aid afforded by the President of 
the Borough of Richmond, and the result will be one in which all concerned 
will have reason to take just pride. 

Following is a description of the new system, the cost of installing 
which, under existing and contemplated contracts, will approximate the 
sum of $36,000. 

The fire alarm telegraph headquarters are situated on the ground floor 
of the Richmond Building, New Brighton, the operating room being on the 
street level and open to the public view. The basement will be used for the 
storage of the supplies necessary for the maintenance and repairing of the 
system. Installed in the operating room will be a new combination switch- 
board controlling fourteen circuits, eight of which will be used at first, 
leaving six for the increase of circuits when increase in population and 
property interests shall require. The operating room will receive all alarms 
from the Tottenvillc, Xew Dorp, Edgcwater and North Shore departments, 
and from it, at the will of the operator, may be sent out alarms to any or all 
of the above-mentioned departments, either together or severally, as the 
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exigencies of the case demand. It is also arranged in the apparatus of the 
switchboard that, at the will of the operator, this may also be done by the 
citizen operating the box or station in any part of the borough. On account 
of the distance to be traveled and the sparsely settled territory at the lower 
end of the borough, the New Dorp and Tottenville districts are arranged 
for local alarm systems, each having a local alarm circuit of its own, but 
intercommunicating with each other and with the central office at New 
Brighton, and these systems are so arranged conjointly that a disruption 
of one will not interfere with the other. Each fire company is supplied with 
a gong and register to announce the alarms. The gongs ring the number of 
the box and the register records the same by punching holes in the tape, 
so there can be no mistake as regards the signal. The number and location 
of the fire alarm stations are so distributed that in the North Shore depart- 
ment there are fifty-two ； Edge water, twenty-nine ； New Dorp, twelve, and 
Tottenville fourteen ― a total of one hundred and seven. 丁 he numbers of 
the boxes are so arranged that from o to 100 are in the Tottenville and 
New Dorp districts, commencing with the lowest number at Tottenville. 
The Edgewater district numbers are from 200 to 300 ； the North Shore, 
300 to 500 ； so that, on hearing an alarm, a citizen may know the location 
of the fire in any part of the borough by the number sounded. In addition 
to the gongs and registers supplied to each fire company, there are also fur- 
nished to the engine rooms of several manufacturing establishments, situated 
advantageously, similar apparatus, to the end that the man on watch may 
repeat the alarm on the whistle and thus alnrm tho inhabitants. At present 
the necessity for this public alarm is apparent, for the reason that the 
departments are volunteer ； but in case of a paid department being installed, 
these whistles will be discontinued, as there will then be no necessity for 
their use. 

On the completion of the installation of the system, the citizens of the 
borough will find in the Headquarters telegraph office at New Brighton a 
box installed for practice use in acquainting themselves with the correct way 
to send in an alarm whenever found necessary, and also instructions what to 
do in case of fire. 

Respectfully submitted, 

GEORGE FARRELL, Chief Operator in ClKirge. 
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Notable Fires. ' 

January i 一 Fire at Xos. 310-314 Eighth avenue, a four-story brick build- 
ing, 75 by 150 fctt, occupied as a theatre. Fire originated on first floor and 
extended by stairways and galleries to second, third and fourth floors, con- 
siderably (hinaging the building. Chief officers present were Chief of 
Department Crokcr, Deputy Chief oi Department Purroy, Chiefs of Bat- 
tilion (iooderson, Dinns, Ross and Langford, and Acting Chiefs of battalion 
Coleman and Winter. The services of 20 engines (including Searchlight 
Engine 2), 5 hook and ladder companies and 1 water tower were required, 
and the duration of the fire was four hours. The first alarm was received 
at 1.08 o'clock a. m. At 1.T2 an (！ 1. 15 o'clock a. m" respectively, the third 
and fourth alarms were sent out. 

January 19 ~ Fire at Xo. 686 Broadway, a fivc-story granite front build- 
ing, 40 by 100 feet, occupied by dealers in artificial flowers r.rM feathers. 
Fire originated in sub-cellar and extended through pipe recesses, flooring 
and stairways to cellar and first floor, considerably damaging building. 
Chief officers present were Chief of Department Croker, Deputy Chiefs of 
Department Ahearn and Purroy, Chiefs of Battalion Kenny, Burns and 
Langford, and Acting Chief of Battalion King. The services of 16 engines 
(including Searchlight Engine 1) and 4 hook and ladder trucks \*cro re- 
quired, and the duration of the fire was three hours and thirty minutes. 
The department was first notified of this fire by an alarm received at 5.14 
o'clock p. 111., from Automatic Station 4-648 ； at 5.19 o'clock p. m. the first 
alarm was sent from box 279, followed at 5.29 and 5.36 p. m. o'clock, re- 
spectively, by the second and third alarms. At this fire several members of 
the department were hurt and a number overcome by smoke and gas. 

January 26 ~ Fire at Xo. 19 Bond street, a five-story brick building, 30 
by 75 feet, occupied by dealer in cloths. Fire originated on fourth floor and 
extended by way of flooring and waste pipe to fifth floor, considerably 
damaging the building. Chief officers present were Chief of Department 
Croker, Deputy Chief of Department Ahearn, Chiefs of Battalion Kenny, 
Langford, Burns and Guerin, and Acting Chief of Battalion Devanny. The 
services of 13 engines, 4 hook and ladder trucks and 1 water tower were 
required, and the duration of the fire was two hours and thirty minutes. 
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The first alarm was received at 2.13 p. m. At 2.i$y 2 and 2.25 o'clock 
p. m,， respectively, the second and third alarms were sent out. 

January 27 ― Fire in Park avenue, in a seven-story stone building, 250 
by 150 feet, extending from Fortieth to Forty-first street, and occupied as 
a hotel. Chief officers present were Chief of Department Croker, Deputy 
Chief of Department Purrov, Chiefs of Battalion Farrell, Burns and Ross, 
and Acting Chief of Battalion Skelly. The services of 3 engines and 4 hook 
and ladder trucks were required, and the duration of the fire was thirty 
minutes. Fire was caused by an explosion in the Rapid Transit tunnel on 
Fourth avenue, between Fortieth and Forty-first streets, which damaged 
the 厶 Ianhattan Eye and Ear Hospital, the Grand Union Hotel, the Grand 
Central Depot and several other buildings in the neighborhood and resulted 
in the killing of five persons and the injury of sixty-nine. The first alarm 
was sent from Station 493 at 12.02 o'clock p. m.， followed seven minutes 
later by a third alarm from Box 480. 

January 28 ~ Fire at Nos. 26-30 Bleecker street, a seven-story brick 
building, 75 by 100 feet, occupied by manufacturers of clothing. The fire 
originated on the sixth floor and extended by way of stairway pnd pipe 
recesses to the seventh floor, considerably damaging the building. Chief 
officers present were Chief of Department Croker, Deputy Chief of Depart- 
ment Ahearn, Chiefs of Battalion Kenny and Langford and Acting Chiefs 
of Battalion Coleman, King and Brogan. The services of 19 engines (in- 
cluding i searchlight engine), 5 hook and ladder trucks and 1 water tower 
were required, and the duration of the fire was two hours and thirty minutes. 
The first alarm was received at 6.40 o'clock p. m. At 6.56, 7 and 7.07 o'clock 
p. m.， respectively, the second, third and fourth alarms were sent out. 

February 15 一 Fire at Sixtieth and Sixty-first streets, Broadway and 
Central Park West, three-story brick unoccupied building, 75 by 200 by 250 
feet. Fire originated on first floor and by burning through flooring ex- 
tended throughout the entire building, destroying it. Chief officers present 
were Chief of Department Croker, Deputy Chief of Department Purrov, 
Chiefs of Battalion Farrell and Gooderson and Acting Chiefs of Battalion 
Skelly and Sheridan. The services of 13 engines and 4 hook and ladder 
trucks were required, and the duration of the fire was two hours. Several 
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nunibtTs of the Department were injured at this fire and the water supply 
was found to be inadequate. The first alarm was received at 1.56 o'clock 
p. m. At 2.03 and 2.07 o'clock p. m. f respectively, the second and third 
alarms were sent out. 

February 22 一 Fire on east side of Fourth avenue, extending from Thirty- 
third to Thirty-fourth street, a three-story brick and stone building, 200 by 
250 fett, occupied by the Seventy-first Regiment, N. G.， N. Y.， as an 
armory. The fire originated on the third floor of the armory, and before 
the arrival of the apparatus companies had extended throughout the build- 
ing, the result being its destruction. It also extended to the Park Avenue 
Hotel, an eight-story iron and brick building, 200 by 225 feet, located on 
the west side of Fourth avenue and running from Thirty-second to Thirty- 
third street ； also to No. 120 East Thirty-fourth street, a six-story brick 
building, 50 by 90 feet, occupied as a dwelling, with trifling damage thereto : 
also by sparks blowing through open window to No. 105 East Thirty-first 
street, a two-story frame building, 25 by 30 feet, occupied as a stable and 
carpenter shop, slightly damrginef the sime. Chief officers present were 
Chief of Department Croker, Deputy Chief of Department Duane, Chiefs 
of Dattalion Ross, Farrell and Burns and Acting Chiefs of Battalion Skelly 
and Winter. The services of 28 engines, 11 hook and ladder trucks and 1 
water tower were required, and the duration of the fire was six hours and 
forty minutes. A number of rescues were effected under difficult circum- 
stances from the Park Avenue Hotel by members of the uniformed force 
at personal risk to themselves. Twcnty-onc persons lost their lives by 
suffocation, burning and jumping from the hotel windows. The first alarm 
was received at 1.30 o'clock a. in. At 1.33, 2.10 and 2.50 o'clock a. m., 
respectively, the third, fourth and fifth alarms were sent out. 

February 25 — Fire at Nos. 236-238 Elizabeth street, a six-story brick 
building, 50 by 75 feet, occupied as a cigar manufactory. Fire originated 
on first floor and extended by way of elevator shaft, stairways and flooring 
to the second, third, fourth, fifth and sixth floors, destroying the building. 
It also extended by sparks and burning embers to Nos. 287, 289 and 291 
Elizabeth street, a six-story brick building, 75 by 75 feet, occupied for dwell- 
ing purposes, with trifling damage to the building. Chief officers present 
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were Chief of Department Croker, Deputy Chief of Department Ahearn, 
Chiefs of Battalion Kenny and Langford and Acting Chiefs of Battalion 
King, Brogan and Coleman. The services of 20 engines, 5 hook and ladder 
trucks and 1 water tower were required, and the duration of the lire was 
three hours and thirty minutes. The first alarm was received at 7.49 o'clock 
p. m. At 7.56, /.57 l /2 and 8.10 o'clock p. m.， respectively, the second, third 
and fourth alarms were sent out. 

March 3 ― Fire at Nos. 210212 Canal street, a six-story brick build- 
ing, 50 by 75 feet, occupied for business purposes. The fire originated on 
the third floor and extended by airshaft to first, second, fourth, fifth and 
sixth floors and roof, considerably damaging building. Also through win- 
dows at No. 214 Canal street, a seven-story brick building, 25 by 125 feet, 
occupied for dwelling and business purposes, considerably damaging build- 
ing. Also in the same way to Xos. 206 and 208 Canal street, a six-story 
brick building, 50 by 75 feet, occupied for business purposes, with trifling 
damage to building. Chief officers present were Chief of Department Croker, 
Deputy Chief of Department Ahearn, Chiefs of Battalion Kenny and Lang- 
ford and Acting Chiefs of Battalion King, Brogan and Honan. The ser- 
vices of 19 engines, 5 hook and ladder trucks and 1 water tower were re- 
quired, and the duration of the fire was five hours. On the arrival of the 
Department the fire had entire control of the five floors of the building Nos. 
210-212 Canal street, and of the four upper floors of the building Xo. 214 
Canal street. Several persons were injured by jumping to the street before 
the arrival of the Department, and Blancella Duscanta, who leaped from the 
seventh story window to the yard, was killed. Several members of the 
Department were slightly injured at this fire. The first alarm was received 
at 8.083^ o'clock a. m. At 8.10 and 8.19 o'clock a. m., respectively, third 
and fourth alarms were sent out. 

March 20 ~ Fire at No. 637-641 West Forty-eighth street, a three-story 
brick building, 75 by 90 feet, occupied as a piano factory. Fire originated 
on first floor and extended by windows throughout the building, consider- 
ably damaging the same. Also to Nos. 633-635 West Forty-eighth street, 
a five-story brick building, 50 by 100 feet, likewise occupied as a piano 
factory, considerably damaging the building. Chief officers present were 
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Chief of Department Croker, Acting Deputy Chief of Department Cashman, 
Chiefs of Battalion Farrell, Gooderson, Callaghan and Ross, and Acting 
Chief of Battalion Skelly. The services of 20 engines (including Search- 
light Engine 2), 6 hook and ladder trucks and 1 water tower were required, 
and the duration of the fire was four hours. The first alarm was received 
at 6.37 o'clock p. m. At 6.43, 6.53, 7.14 and 8.20 o'clock p. m.， respectively, 
the second, third, fourth and fifth alarms were sent out. A special call was 
sent for Water Tower No. 2. 

May 13 — Fire at Xos. 101-103 Duanc street, a five-story brick and iron 
front building, 20 by 200 feet, occupied by various business concerns. Fire 
originated in sub-cellar and extended to cellar, first, second, third, fourth 
and fifth floors and roof of Xos. 101-103 Duane street, and cellar, first and 
second floors of Xos. 10-12 Thomas street, by means of deadlights and pipe 
recesses, considerably damaging building. Chief officers present were Chief 
of Department Croker, Deputy Chief of Department Duane, Chiefs of Bat- 
talion Martin, Kenny, Langford and Guerin, and Acting Chief of Battalion 
Honan. The services of 19 engines (including Searchlight Engine 1), 5 
hook and ladder trucks and 1 water tower were required. The duration of 
the fire was 2 hours. The Department was first notified of this fire by an 
alarm received at 3.09^ o'clock a. m., from Automatic Station 4-385 ； at 
3.37^ o'clock a. m. the first alarm was sent from Box 85, followed at 3.42, 
3.50 and 4.08 o'clock a. m. by second, third and fourth alarms. Special 
calls were sent for Hook and Ladder Company 15 and Water Tower No. 2. 
Chief of Battalion Martin, who responded on the automatic signal, reports 
that on arrival at the fire he examined the buildings on both streets and 
found smoke issuing from stock-bins on the fifth floor of Nos. 101-103 
Duane street ； that he had the stock removed and found no indication of 
fire other than smoke at that point, but finally discovered the fire to be 
in the cellar and sub-cellar midway between both streets. 

May 10 ~ Fire at Nos. 49-51 Chrystie street, a six-story brick building, 
50 by 100 feet, occupied by stables, sweatshops and for dwelling purposes. 
Fire originated on second floor and extended by burning through flooring 
to third, fourth, fifth and sixth floors, considerably damaging the building. 
Chief officers present were Chief of Department Croker, Deputy Chief of 
Department Ahearn and Chiefs of Battalion Martin, Kenny, Guerin and 
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Langford. The services of 14 engines (including Searchlight Engine 1) 
and 4 hook and ladder trucks were required, and the duration of the fire 
was one hour. The first alarm was received at 1.43 o'clock a. m., and ?»£ 
1.47 o'clock a. m. the third alarm was sent out. Several members of the 
Department were injured at this fire. Nine horses were burned to death, 
and 29 persons rescued from fire escapes and adjoining building by members 
of the uniformed force. 

May 27 一 Fire at southeast corner of Twenty-eighth street and Thir- 
teenth avenue, a seven-story brick building, 75 by 700 feet, occupied as a 
storage warehouse. Fire originated on the first floor and extended through 
elevator shaft to the second, third, fourth and fifth floors and roof, consider- 
ably damaging building. Chief officers present were Chief of Department 
Croker, Deputy Chief of Department Duane, Acting Deputy Chief of 
Department Cashman, and Chiefs of Battalion Gooderson, Binns, Ross and 
Burns. The services of 15 engines, 4 hook and ladder trucks and 1 water 
lower were required, and the duration of the fire was five hours. The first 
alarm was received at 10.01 o'clock a. m. At 10.063^ and 10.07 o'clock 
a. m.， respectively, the second and third alarms were sent out. 

June 25 一 Fire at No. 79 Ann street, a seven-story brick building, 25 
by 60 feet, occupied by wholesale druggists. The fire originated on the 
second floor and extended through belt holes and hoistways to third, fourth, 
fifth, sixth and seventh floors, considerably damaging building. Chief 
officers present were Chief of Department Croker, Deputy Chief of Depart- 
ment Ahearn, Chiefs of Battalion Kruger and Martin, and Acting Chiefs of 
Battalion Larkin and Honan. The services of 13 engines (including Search- 
light Engine 1) and 4 hook and ladder trucks were required, and the dura- 
tion of the fire was one hour and thirty minutes. The first alarm was 
received at 9.12 o'clock p. m. At 9.59 and 10.14 o'clock p. m.， respectively, 
the second and third alarms were sent out. 

July 4 一 Fire at No. 256 West Twenty-eighth street, a five-story brick 
buiiviing, 25 by 80 feet, used as a sawmill. Fire originated on first floor 
and extended by windows to second, third, fourth and fifth floors, consider- 
ably damaging the building. It also extended to No. 257 West Twenty- 
seventh street, a five-story brick building, 25 by 80 feet, used as a foundry, 
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slightly damaging the building. Chief officers present were Chief of De- 
partment Croker, Deputy Chief of Department Cashman, Chiefs of Bat- 
talion Gooderson, Ross and Burns, and Acting Chief of Battalion Skelly. 
The services of 15 engines (including Searchlight Engine 2), 4 hook and 
ladder trucks and 1 water tower were required, and the duration of the fire 
was two hours and thirty minutes. The first alarm was received at 12.32 
o'clock a. m. At 12.37 and 12.41 o'clock a. m., respectively, the second and 
third alarms were sent out. 

July 25 一 Fire at Xos. 24-27 West street, a six-story brick building, 
80 by 60 feet, occupied by manufacturers of electric batteries. Fire orig- 
inated on fifth floor, and extended by stairway to sixth floor, considerably 
damaging the building. Chief officers present were Chief of Department 
Croker, Deputy Chief of Department Ahearn, Chiefs of Battalion Martin, 
Kenny and Langford, and Acting Chiefs of Battalion Devannv and Hayes. 
The services of 14 engines (including Searchlight Engine 1)， 4 hook and 
ladder trucks and 1 water tower were required, and the duration of the fire 
was two hours. The first alarm was received at 2.03 o'clock a. m. At 2.19 
and 2.32 o'clock a. m., respectively, the second and third alarms were sent 
out. 

August 25 一 Fire at Nos. 504-506 West Fourteenth street, four-story 
brick building, 60 by 100 feet, occupied as a packing box factory and dwell- 
ing. Fire originated on the first floor and extended by elevator shafts to 
second, third and fourth floors, considerably damaging the building. Chief 
officers present were Deputy Chief of Department Purroy, commanding : 
Deputy Chief of Department Duane, Chiefs of Battalion Gooderson, Burns 
and Kenny, and Acting Chief of Battalion Worth. The services of 17 
engines (including Searchlight Engine 2), 4 hook and ladder trucks and 1 
water tower were required, and the duration of the fire was seven hours 
and thirty minutes. The first alarm was received at 8.02 o'clock p. m. At 
8.09 o'clock p. m. the third alarm was sent out. 

August 28 ~ Fire at Xo. 315 West One Hundred and Twenty-first 
street, a five-story brick building, 25 by 80 feet, occupied as a dwelling. Fire 
originated on first floor and extended by means of stairways to second, third, 
fourth and fifth floors, considerably damaging building. Chief officers 
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present were Deputy Chief of Department Purroy, commanding ； Deputy 
Chief of Department Cashman, Chiefs of Battalion Short and Gray, and 
Acting Chiefs of Battalion Barrett and Sullivan. The services of 10 en- 
gines and 4 hook and ladder trucks were required, and the duration of the 
fire was three hours and ten minutes. At this fire several persons were 
rescued by members of the uniformed force. The first alarm was received 
at 3.48 o'clock a. m. At 4.01 o'clock a. m. the third alarm was sent out. 

October 3 — Fire at Nos. 21-23 Horatio street, a six-story brick building, 
75 by 100 feet, occupied as a stable. Fire originated in the cellar, consid- 
erably damaging the building. Chief officers present were Chief of De- 
partment Crokcr, Deputy Chief of Department Duane, Chiefs of Battalion 
Goodcrson and Langford, and Acting Chiefs of Battalion Coleman and 
Larkin. The services of 14 engines (including Searchlight Engine 1) and 
4 hook and ladder trucks were required, and the duration of the fire was 
three hours. The first alarm was received at 2.37 o'clock a. m. At 2.43 
and 2.58 o'clock a. m., respectively, the second and third alarms were sent 
out. 

October to ~ Fire at Nos. 478-480 Pearl street, a six-story buliding, 50 
by 100 feet, occupied by elcctrotvpers and printers. Fire originated on the 
second floor and extended by pipe recesses and stairway to third, fourth, 
fifth and sixth floors and roof, considerably damaging building. Chief offi- 
cers present were Chief of Department Croker, Deputy Chiefs of Depart- 
ment Duane and Ah earn, Chiefs of Battalion Krugcr, Langford, Guerin 
and Kenny, and Acting Chiefs of Battalion Hayes, King and Larkin. The 
services of 16 engines, 5 hook and ladder trucks and 1 water tower were 
required, and the duration of the fire was five hours. The first alarm was 
received at 6.35 o'clock a. m. At 6.45, 6.51 and 7.47 o'clock a. m" respec- 
tively, second, third and fourth alarms were sent out. 

October 15 — Fire at No. 339 West Sixteenth street, a five-story brick 
building, 25 by 100 feet, occupied as a stable. Fire originated on first 
floor and extended by way of elevator shaft and stairway to second, third, 
fourth and fifth floors, considerably damaging building. Chief officers 
present were Chief of Department Croker, Deputy Chief of Department 
Duane, Chiefs of Battalion Gooderson, Kenny and Langford, and Acting 
Chief of Battalion Coleman. The services of 12 engines (including Search- 
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light Engine 2), 4 hook and ladder trucks and 1 water tower were required, 
and the duration of the fire was three hours. The first alarm was received 
at 12.03 o'clock a. m. At 12.08 and 12.13 o'clock a. m., respectively, the 
second and third alarms were sent out. A man of the name of John A. 
Spencer was found in the rear of the stable overcome by smoke, and re- 
moved to the New York Hospital, where he died. Thirty horses were 
either suffocated or burned to death at this fire. 

November 4 ― Fire at Xos. 260-263 West street, a seven-story brick 
building, 75 by 100 feet, occupied by a tea company. Fire originated in 
the cellar and extended by burning through flooring to first floor, consid- 
erably damaging building. Chief officers present were Chief of Depart- 
ment Croker, Deputy Chief of Department Ahearn, Chiefs of Battalion 
Langford, Kenny, Krugcr and Martin. The services of 13 engines (includ- 
ing Searchlight Engine 1) and 4 hook and ladder trucks were required, and 
the duration of the fire was six hours and twenty minutes. The Depart- 
ment was first notified of this fire by alarm received at 11.02 p. m, from 
Pneumatic Station 10-551, at 11.02 o'clock p. m. The first alarm was sent 
from Box 161 at 11.08 o'clock p. m.， followed at 11. 18 and 11.22 o'clock 
p. m.， respectively, by second and third alarms. 

November 10 ~ Fire at Delancey street and East river, on top of the 
tower of the new Brooklyn Bridge, and extending from platform through 
stairway and roadways to pier under bridge, considerably damaging the 
structure. Chief officers present were Chief of Department Croker, Deputy 
Chiefs of Department Duane and Ahearn, and Chiefs of Battalion Guerin, 
Martin and Kenny. The services of 7 engines (including Searchlight En- 
gine 1) and 3 hook and ladder trucks were required, and the duration of the 
fire was twelve hours. Considerable difficulty was experienced in coping 
with this fire, as it originated on the main platform of the bridge tower, 
330 feet above the street or pier level. As the tower was not equipped with 
standpipes or fire appliances of any kind, water could only be obtained by 
the stretching of 'a line of hose to the top of the platform, which was a most 
difficult and dangerous process owing to the construction of the tower. The 
height at which the fire was burning, the continual falling of missiles, the 
burning away of ladders and platforms leading to the main platform of the 
tower, and the repeated bursting and cutting off of the hose, made the task 
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of extinguishing the fire a most difficult one. By persistent effort on the 
part of the Department forces, in the face of most discouraging conditions, 
the fire was finally extinguished. This was the greatest height at which 
a fire was ever fought and extinguished in the history of the Department. 
First alarms were sent from Stations 198 and 199 at 4.42 and 5.15 o'clock 
p. m., respectively, and at 2.03 o'clock a. m. on the following morning a 
second alarm was sent out. , 

November 29 ~ Fire at No. 442 Broadway, between Howard and Grand 
streets, with L to No. 36 Howard street, a four-story brick and stone build- 
ing, 25 by 175 feet, occupied by dealers in umbrellas and dry goods. The 
fire originated on second floor and extended to the third and fourth floors, 
through pipe recesses and light shaft, considerably damaging building. 
Chief officers present were Chief of Department Croker, Deputy Chiefs of 
Department Duane and Ahearn, and Chiefs of Battalion Martin, Kenny, 
Langford and Kruger, and Acting Chief of Battalion King. The services 
of 11 engines (including Searchlight Engine 1), 4 hook and ladder trucks 
and i water tower were required, and the duration of the fire was one hour 
and fifteen minutes. The Department was first notified of this fire by alarm 
received at 4.24 o'clock p. m., from Automatic Station 4-227. At 4.25 
o'clock p. m. the first alarm was sent from Box 145, followed at 4.32 and 4.41 
o'clock p. m., respectively, by second and third alarms. 

December 10— 1. ― Fire at Xos. 43 and 45 East Fifty-eighth street, an 
eight-story brick and stone building, 50 by 90 feet, occupied as an apartment 
house. Fire originated in cellar and extended by means of elevator and 
dumbwaiter shaft to first, second and third floors, slightly damaging build- 
ing. Chief officers present were Chief of Department Croker, Acting Deputy 
Chief of Department Binns, Chiefs of Battalion Farrell and Ross and Acting 
Chiefs of Battalion Duffy and Dougherty. The services of 3 engines and 
2 hook and ladder trucks were required, and the duration of the fire was 
thirty minutes. The first alarm was received at 3.43 o'clock p. m. At 3.48 
p. m. the third alarm was sent out. While returning to quarters from this 
fire, Engine Companies 2, 21, 40, 54 and 74 were notified that a third alarm 
had been sent from Station 615, and proceeded to said fire. Engine Com- 
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panies 8， 23 and 39 and Hook and Ladder Cohipany 16 were also ordered 
to proceed to the third alarm from Station 615. 

2. — Fire at Xo. 18 West Sixty-fifth street, a five-story brick build- 
ing, 25 by 90 feet, occupied as a dwelling. Fire originated on second 
floor and extended by stairway to third, fourth and fifth floors and roof, 
considerably damaging the building. It also extended to Xo: 16 West 
Sixty-fifth street, a five-story brick building, 25 by 90 feet, occupied as a 
dwelling, with trifling damage to building. Also to No. 20 West Sixty-fifth 
street, a five-story brick building, 25 by 90 feet, occupied as a dwelling, with 
trifling damage to same. Chief officers present were Chief of Department 
Croker, Deputy Chief of Department Purroy, Chiefs of Battalion Farrell, 
Callaghan, Gooderson, Ross, Kenny and Binns, and Acting Chiefs of Bat- 
talion Duffy and Dougherty. The services of 10 engines and 6 hook and 
ladder trucks were required, and the duration of the fire was one hour and 
fifteen minutes. The first alarm was received at 3.57 o'clock p. m. At 4.07 
o'clock p. m. a second alarm was ordered sent out by Deputy Chief of 
Department Purroy, as also a third alarm. At 4.16 o'clock p. rn. a simul- 
taneous call was sent out for all companies due on the third alarm at Station 
427 to respond to Station 615. There being no regularly assigned engine 
companies to respond on first alarm, special call was sent for Engine Com- 
pany 56 and Searchlight Engine 2. The following companies also responded 
to this fire while located in other company quarters covering the unprotected 
territory : Hook and Ladder Company 22, while located at quarters of Hook 
and Ladder Company 16; Engine Company 5, while located at quarters of 
Engine Company 2 ； Engine Company 18， while located at quarters of Engine 
Company 23 ； Hook and Ladder Company 21, while located at quarters of 
Hook and Ladder Company 4. While returning from Station 575, Engine 
Companies 1, 2, 21, 40, 54 and 74 were notified of this fire and proceeded 
thereto, and Engine Companies 8, 23 and 39 and Hook and Ladder Company 
16 were ordered to proceed to this fire from Station 575. At this fire Mary 
Parker and her daughter Lilian jumped from the third floor window to the 
street before the arrival of the Department, receiving 1 severe injuries, and 
were removed to the Roosevelt Hospital. 
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December 15 — Fire at Xo. 2415 First avenue, a five-story brick building, 
30 by 85 feet, occupied as a dwelling. Fire originated on second floor and 
extended by stairways to the third, fourth and fifth floors, considerably 
damaging building. Chief officers present were Chief of Department Croker, 
Deputy Chief of Department Purroy, Chiefs of Battalion Short and Gray, 
and Acting Chief of Battalion Dougherty. The services of 9 engines and 
3 hook and ladder trucks were required, and the duration of the fire was 
four hours and thirty minutes. The first alarm was received at 3.58 o'clock 
a. m" and at 4.07 o'clock a. ni. the third alarm was sent out. At this fire 
Mrs. Mary Bond and her three children were found dead on the fifth floor 
by members of the uniformed force. 

December 22 ― Fire at Nos. 214-224 East Twenty-second street, a six- 
story brick building, 250 by 125 feet, occupied by manufacturers of pianos. 
Fire originated in the cellar and had extended to all the floors, as well as to 
the roof, before the arrival of the uniformed force, considerably damaging 
the building. Chief officers present were Acting Chief of Department 
Purroy, Deputy Chief of Department Duane, Acting Deputy Chief of De- 
partment Binns, Chiefs of Battalion Ross. Kenny and Farrell, and Acting 
Chief of Battalion Winter. The services of 25 engines (including Search- 
light Engine 2), 7 hook and ladder trucks and 1 water tower were required, 
and the duration of the fire was thirteen hours. The first alarm was re- 
ceived at 8.17 o'clock p. in. At 8.26, 8.31， 8.41 and 9.05 o'clock p. rn., 
respectively, the second, third, fourth and fifth alarms were sent out. A special 
call was also sent for Hook and Ladder Company 5. 

December 24 ― Fire at Pier 35, North River, foot of Spring street, one and 
three-story wood and iron building, 75 by 800 feet, occupied by the ucean 
Steamship Company. Fire originated on the second floor and extended by 
way of scuttle and ladder traps to third floor and loft, considerably damaging 
the building. Chief officers present were Acting Chief of Department Purroy, 
Deputy Chief of Department Ahearn, Chiefs of Battalion Kenny, Martin and 
Kruger, and Acting Chief of Battalion Worth. The services of 9 engines 
and 4 hook and ladder trucks were required, and the duration of the fire 
was three hours and thirty minutes. The first alarm was received at 9.33 
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o'clock p. m. At 9.38 and 9.47 o'clock p. m., respectively, second and third 
alarms were sent out. 

December 31 ― i. 一 Fire at Nos. 167-169 Wooster street, a six story 
brick building, 50 by 75 feet, occupied by manufacturers of feather pillows. 
Fire originated in cellar and extended through flooring to first floor, slightly 
damaging building. Chief officers present were Acting Chief of Department 
Purroy, Deputy Chief of Department Ahearn, Chiefs of Battalion Kenny, 
Burns and Martin, and Acting Chiefs of Battalion Worth and Brogan. The 
services of 13 engines and 4 hook and ladder trucks were required, and the 
duration of the fire was one hour. The first alarm was received at 12.45 
o'clock p. m. At 12.47, 12.50 and 12.58 o'clock p. m.， respectively, the 
second, third and fourth alarms were sent out. 

2. ― Fire at Nos. 167-169 Wooster street, a six-story brick building, 50 
by 75 feet, occupied by manufacturers and printers. Fire originated on 
third flor and extended by stairways, steampipes, flooring, etc., to fourth, 
fifth and sixth floors, considerably damaging building. Chief officers present 
were Acting Chief of Department Purroy, Deputy Chief of Department 
Ahearn, Acting Deputy Chief of Department Binns, Chiefs of Battalion 
Kenny, Burns and Martin, and Acting Chiefs of Battalion Worth and 
Brogan. The services of 21 engines (including Searchlight Engine 1), 
5 hook and ladder trucks and 1 water tower were required, and the duration 
of the fire was three hours and thirty minutes. This fire originated at a 
point alongside of rear wall between two windows where an electric motor 
stood, and was caused by the overloading of the electrical apparatus which 
furnished power to the loft occupied by a Mr. Gladstone. The first alarm 
was received at 2.05 o'clock p. m. At 2.06 and 2.15 o'clock p. m., re- 
spectively, the third and fourth alarms were sent out. 

Appointments to the Uniformed Force, 1902. 

During the year 1902 one hundred and twenty-five ( 125) probationary 
Firemen, having satisfactorily completed their course in the School of 
Instruction, were appointed fourth-grade Firemen, with salary, each, of 
$800 per annum, and assigned to duty in the various apparatus companies 
of the borough of IV【anhattan. 
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Ninety-six (96) probationary Firemen were appointed during the year, 
eighty-five (85) of whom qualified and are included among the number of 
fourth-grade Firemen appointed as mentioned in the preceding paragraph ； 
the remaining eleven (11) will not have completed their course in the 
School of Instruction until during the month of January in the coming 
year. 

Promotions in the Uniformed Force During the Year 1902. 



Date. 



Name and Rank or Grade. 



Company. 



Rank and Company. 



Jan. 



Thomas King, No. 2, Fireman first 

grade Engrine 53 . 



May 22 Daniel F. Sanders, Fireman first grade. 

May 22 John D. Scannell, Fireman first grade. 

une 6 John H. /.ink, Fireman first grade 

une 6 Louis A. Craco, Fireman first grade.. 

une 8 John J. Cash man, Chief of 14th Bat- 
talion 



Engine 13 

Engine 37 

Engine 13 

Engine 71 ••••••• 



3 Francis J. Gray, Foreman Engine 37. 



Aug. 
Aug. 



Michael J. Fitzgerald, Assistant Fore- 
man 



y 21 William C. Clark, Foreman . 



William J. Walsh, Engineer of 
Steamer 

Gerhardt E. Weber, Engineer of 
Steamer 

Charles Schwimbcrsky, Engineer of 
Steamer 



Engine 6. . 
Engine 6 . . 

Engine 31 . . 

Engine 33. • 

Engine 39. 



Samuel Roxbury, 
Steamer 



Engineer of 



John Regan, Fireman first grade 

Frederick Smith, Fireman first grade.. 

Robert C. Ruckholdt, Engineer of 
Steamer 

Daniel Haggerty, Engineer of Steamer. 

William Frank, Fireman first grade 

John F. Flanagan, Fireman first grade . 

James Malone, Assistant Foreman.... 

Jacob Beckler, Assistant Foreman 

Francis M. Fuchs, Assistant Foreman . . 

Daniel J. Conway, Assis'ant Foreman . 



Engine 33 

Hook and Ladder s 
Engine 52 



Engine 18. 
Engine 12. 
Engine 7. 
Engine 1 . 
Engine 16. . 
Engine 42 . 
Engine 40. 
Engine 60. 



Assistant Foreman, Hook 
and Ladder p. 

Engineer of Steamer, En- 
gine 0. 

Engineer of Steamer, En- 
gine 8. 

Assistant Foreman. En- 

ff'nc 21. 
As^isTn" Fcrcmrn. En- 



Deputy Chief of Depart- 
ment. 

Chief of 14th Battalion. 



Foreman Hook and Lad- 

der 15. 
Chief of 36th Battalion. 



Assistant Foreman, Hook 
and Ladder 63. 

Assistant Foreman, Engine 
104. 

Assistant Foreman, Engine 
143- 

Assistant Foreman, Engine 

Assistant Foreman, Engine 
120. 

Assistant Foreman, Engine 
164. 

Assistant Foreman. Hook 

and Ladder 18. 
Assistant Foreman, Engine 

6. 

Engineer of Steamer, En- 
gine 31. 
Engineer of Steamer, En- 
- ^ K，ne 33- . 
Foreman, Engine 13. 

Foreman, Engine 7s. 

Foreman, Engine 7. 

Foreman, Engine 6. 
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Date. 



Name and Rank or Grade. 



Company. 



Rank and Company. 



Aug. 15 /amcs A. Regan, Fireman first grade. . 

Aug. 15 Luke C. Portcus, Engineer of Steamer. 

Aug. 15 John F. Conway, Fireman first grade. . 

Aug. 22 Walter H. Tompkins, Fireman first 
grade 

Aug. 22 James Flynn, Fireman first grade 

Aug. 22 Robert Paul, Fireman first 『ade 

Nov. 15 Henry E. Sullivan, Engineer of 
Steamer 

Nov. 15 George W. Fillhardt, Engineer of 
Steamer 

Nov. 15 Thomas F. McCue, Fireman first grade. 

Nov. 15 Arthur Rooney, Fireman first grade. . . 

Nov. 15 Edward J. Matthews, Fireman first 
grade 



Engine 66 Assistant Foreman, Engine 

16. 

Engine 15 Assistant Foreman, Hook 

and Ladder 66. 

Engine 39 Assistant Foreman, Engine 

S3- 

Hook and Ladder 22 Assistant Foreman, Hook 

. and Ladder 22. 

Engine 53 Assistant Foreman, Engine 

Engine 38 Assistant Foreman, Engine 

40. 

Engine 5 Assistant Foreman, Engine 

U- 

Engine 28 Assistant Foreman, Engine 

Hook and Ladder 2$ Assistant Foreman, Hook 
and Ladder 8. 

Engine 3 Assistant Foreman, Engine 

161. 

Engine 57 Assistant Foreman, Engine 



Reinstatement in the Uniformed Force During the Year 1902. 

June 25 — Alfred J. Stuart, as Engineer of Steamer, Engine Company 
17, as the result of a rehearing of the charges upon which he had been 
dismissed, authorized by chapter 554, Laws of 1902. 

Resignations in the Uniformed Force During the Year 1902. 



Date. 



Name. 



Position. 



Company. 



May 18 James F. Lynch, Jr". Fireman, Fourth Grade Engine Co. 13 

" 20 John Loosen Fireman, Third Grade H. & L. Co. 15 

Aug. 12 Michael Clancey Fireman, Fourth Grade H. & L. Co. 6~ 

Sept. 23 Joseph W. Finnegan Fireman, Fourth Grade Engine Ca 7 
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Dismissed or Dropped from the Rolls of the Uniformed Force During 

the Year 1902. 



Date. Name. Position. Company. 



Jan. 8 

Feb. 16 

Mar. 3 

" 8 

April 6 

Oct. 18 

Oct. 21 

Nov. XI 
" 11 
Dec. 



Maurice Neagle Fireman, Third Grade Engine Co. 31 

Michsel F. Merron Fireman, First Grade Engine Co. 29 

Henry A. Bohme Engineer of Steamer Engine Co. 14 

Patrick J. Brennan, No. 2 • . Assistant Foreman Engine Co. 72 

Thomas F. Rice Fireman, First Grade Engine Co: 3 

Arthur F. Gampe Fireman, Fourth Grade Engine Co. 21 

Patrick F. Ryan Chief of Construction and Repairs to 

Apparatus. 

Charles J. Brogan Fireman, Fourth Grade Engine Co. 29 



William D. McCarron.. 
Thomas J. D. Carrigan. 



Fireman, First Grade Engine Co. : 

Assistant Foreman H. & L. Co. 



Edward F. Croker Chief of Department. 



Changes in Personnel, Non-uniformed Force, 1902. 



Appointed 一 

Secretary Relief Fund I 

Cashier ' 1 

Senior Clerks 2 

Junior Clerks 2 

Stenographers and Typewriters 3 

Architectural Draughtsmen 3 

Inspector of Buildings 1 

Superintendent of Construction and Repairs 1 

W eighmaster 1 

Machinists 2 

Machinists' Helper 1 

Blacksmiths 2 

Blacksmiths' Helpers 2 

Carpenters 3 

Wheelwright ！ 

Hose Repairer's Helper ！ 
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Appointed 一 

Plumbers 

Painter 

Tinsmiths 

Cable Splicers 

Climbers 

Telephone Operator 

Driver 

Watchman 

Cleaner 

Elevator Attendant . 
Stoker 



Total 47 

Reinstated (By Order of Supreme Court) ― 

Stenographer and Typewriter I 

Inspector of Fire Alarm Boxes •• I 

Total 2 

Suspension Revoked and Restored to Duty ~ 

Watchmen 2 

Promoted ― 

Stenographer and Typewriter to fifth grade Clerk i 

Groundman to Telegraph Operator l 

Total 2 

Resigned 一 

Bookkeeper I 

Cashier I 

Stenographer and Typewriter i 

Hose Repairer i 

Total 4 
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Discharged 一 

Fire Marshal 

Clerk 

Stenographer and Typewriter. 

Pilot 

Foreman Repair Shops 

Foreman Machinist 

Foreman Wheelwright 

Machinist 

Blacksmiths 

Blacksmith's Helper 

Hose Repairer 

Inspector of Fire Alarm Boxes 

Cable Splicers 

Foreman Batteryman 

Batteryman 

Climbers 

Groundmen 

Drivers 

Laborer 

Total 



Transferred Within the Department 一 

Night Watchman, from Headquarters payroll to Hospital and 
Training Stables payroll 

Stokers, from Engine and Hook and Ladder Company's payroll 
to Headquarters payroll 

Bookkeeper, from Fire Marshal's payroll to Headquarters payroll. 
• Stenographer and Typewriter, from Bureau of Fire Marshal pay- 
roll to Chief of Department payroll 

Stenographer and Typewriter, from Bureau Chief of Fire Depart- 
partment payroll to Bureau of Fire Marshal payroll 

Clerk, from Fire Alarm Telegraph Branch payroll to Bureau 
Chief of Department payroll 
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Transferred Within the Department ― 

Climber, from Fire Alarm Telegraph Branch payroll to office of 
President of the borough of The Bronx 

Painters, from Repair Shops payroll to Superintendent of Build- 
ings Branch payroll 

Painter, from Superintendent of Buildings Branch payroll to 
Repair Shops payroll 

Assistant Superintendent of Buildings, from Superintendent of 
Buildings Branch payroll to Headquarters payroll, boroughs 
Brooklyn and Queens 

Total 



From the Bureau of Buildings, Borough of Brooklyn, Inspector 
of Buildings 

Official Designation and Compensation Changed ― 

Wheelwright, to Foreman Repair Shops 

Wheelwright, to Foreman Wheelwright 

Machinist, to Foreman Machinist 

Machinist's Helper, to Machinist 

Machinist's Helper, to Wheelwright 

Painter, to Foreman Painter 

Steamfitter, to Foreman Steamfitter 

Total 

Positions Abolished 一 

Contract Clerk 

Clerks 

Assistant Fire Marshal 

Surveyors 

Assistant Storekeeper 



Total 



88 

Died— 

Stoker , I 

Changes in' Title, Authorized by Municipal Civil Service 

Commission. 

i Secretary, to Secretary of Department. 

i Private Secretary, to Secretary to Commissioner. 

i Buildings Superintendent, to Superintendent of Buildings. 

i Assistant Buildings Superintendent, to Assistant Superintendent of 
Buildings. 

I Draughtsman and Mapmaker, to Draughtsman. 

6 Assistant Telegraph Operators, to Telegraph Operator. 

8 Surveyors, to Oil Surveyors. 

5 Oil Collectors, to Oil Surveyors. 

1 Stenographer and Typewriter, to Clerk. 

2 Engineers, to Enginemen. 

2 Assistant Batterymen, to Batterymen. 
2 Trainers and Drivers, to Drivers. 
2 Groundmen, to Stablemen. 
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Report of the Medical Officers, Boroughs of Manhattan and The 
Bronx, for the Year Ending December 31, 1902. 

Hon. Thomas Sturgis, Fire Commissioner: 

Sir ~ We have the honor to report for the year ending December 31, 



1902, as follows : 

Number of cases of illness 518 

Number of cases of injury 311 

Total 829 



Time lost (number of days of illness) 6,750 

Time lost (number of days for injury) 5,452 

Total 12,202 



Examination by order of Commissioner ~ 

For retirement, etc 31 

For appointment as Probationary Firemen 129 

For appointment as fourth grade Firemen 239 

General examinations of officers of the Department 392 

Total 791 



Respectfully submitted, 

E. BENJAMIN RAMSDELL, 
FREDERICK A. LYONS, 
FRANCIS M. BANTA, 

Medical Officers. 
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Retired from the Uniformed Force After Twenty Years' Service. 



Date of When 

Name. Rank or Grade. Company. Appointment. Retired. 



John £. Nickerson, 


Fireman first grade, 


Engine 


52 


Jan. 


10， 1 88a 


Jan. 


10, 


190a 


Edward F. Slevin, 


Engineer of Steamer, 


Engine 


4 


Jan. 


2， 1882 


Feb. 




190a 


John Cassidy, 


Fireman first grade, 


Engine 


46 


Oct. 


21, 1870 


Feb. 


15, 


1902 


John Wilson, 


Fireman first grade, 


Engine 


68 


Sept. 13, 1873 


Feb. 


15, 


190 j 


Thomas Harrison, 


Fireman first grade, 


H. and L. 


19 


Sept 


11, 1865 


Feb. 


18, 


190a 


John F. Fitzgerald, 


Fireman first grade, 


Engine 


56 


April 


10, 1 88a 


April 


i6 y 


1902 


Joseph Moss, 


Captain, 


Engine 


68 


Dec 


1, 1871 


May 




190a 


John J. Naughton, 


Lieutenant, 


Engine 


52 


Dec 


1, 1 881 


May 


22, 


190a 


Thomas Head, 


Lieutenant, 


Engine 


41 


Feb. 


5, 1869 


June 




190a 


John Duane, 


Fireman first grade, 


H. and L. 


13 


July 


17, 1873 


June 




1902 


William Quigg, 


Fireman first grade. 


Engine 


55 


Nov. 


27, 1865 


Aug. 






John T. Needham, 


Captain, 


H. and L. 


19 


Jan. 


1, 1 881 


Aug. 




1902 


James P. Rcilly, 


Fireman first grade, 


H. and L. 


21 


July 


24, 1 88a 


Aug. 




1902 


Patrick McGrade, 


Engineer of Steamer, 


Engine 


31 


Aug. 


31, 1882 


Aug. 


21, 


190a 


Jacob Beekler, . 


Captain, 


Engine 


75 


Mar. 


IS. 1871 


Sept. 




1902 


John J. McCuc, 


Fireman first grade, 


H. and L. 


22 


Aug. 


21, l882 


Sept. 




1902 


Thomas J. Van Horn, 


Captain, 


H. and L. 


8 


May 


6, 1871 


Oct 




1 90 j 


Jacob Becker, 


Fireman first grade, 


H. and L. 


59 


Aug. 


15, 1870 


Nov. 


I, 


1903 


John Thompson, 


Fireman first grade, 


H. and L. 


20 


Oct. 


24, 1 88a 


Nov. 




1902 


John Crowley, 


Fireman first grade, 


Encane 


61 


June 


10， 1870 


Nov. 




190a 


Michael H. Dynan, 


Fireman first grade, 


Engine 


56 


Oct. 


1, 1882 


Nov. 


10, 


1902 


John Mullen, 


Fireman first grade, 


Engine 


64 


May 


1, 1878 


Dec. 




1902 


James J. Campbdl, 


Fireman first grade, 


Engine 


47 


Dec. 


8, 1 88 j 


Dec 


8, 


1 90 J 
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Deaths Among Those Relieved 



Name. Rank or Grade. Company. Date Appointed. 



Patrick Kennedy, Fireman firtt grade Hook and Ladder Company 14 June 6, 1870 

Frederick D. Sasse, Engineer of Steamer Engine Company a8 j^n. 14, 1868 

Thomas Carney No. x ( Fireman first grade Engine ComtNiny 49 June 10, 1870 
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from Service at Fires. 



Date Relieved. Cauae. Date of Death. Cause. 

Sept. 9, 1 89 1 Chronic rheumatism. Jan. 17, 190a Heart disease. 

July 10, 1890 B right's disease, Dec. i f 190a Tumor of Brain. 

Dec. xo, 189a Asthma, varicose vdm. Dec. 19, 1902 Heart disease. 
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Retired from All Service for Disability. 



Name, Rank or Grade. 


Company. 




Date 

Appointed. 


When 
Retired. 


Cause. 


Thomas O'Halloran, Fireman first grade 


. Engine 


57 


Nov. 


12, 187s 


Mar. 1, 1902 


Defective vis- 
ion and se- 
nility. 


Charles H. Farrell, Fireman first grade 


. Engine 




Aug. 


19, 1884 


Mar. i, 190a 


Tuberculosis. 


Patrick J. Donovan, Engr. of Steamer 


. Engine 




Jan. 


1, 1895 


June 16, 1902 


Tuberculosis. 


Charles T. Budd, Fireman second grade 


. Engine 


27 


July 


1, 1899 


June 16, 1902 


Chronic D e - 
mentia. 


Kich d A. Kenehan, Fireman first grade 


. Engine 


27 


May 


5. 1899 


June j 6, 1902 


Hyatcro • Epi- 
lepsy. 


Wm. H. Lorenze, Fireman first grade 


. Engine 


68 


Jan. 


1, 1890 


June 16, 1902 


Tuberculosis. 


George H. Grabe, Fireman first grade. 


.Engine 




Feb. 


1. 1891 


June 2St 1902 


Heart disease. 






48 


Jan. 


18， 1882 


Aug. 1, 1902 


Chronic Cysti- 
t i s, hernia 
and senility. 














Michael Hollacher, Engr. of Steamer. 


• Engine 


48 


Aug. 


10, 1874 


Aug. 1,1902 


Chronic rheu- 
matism. 


John P. Barrett, Fireman first grade. 


.Engine 


67 


Feb. 


1, 1896 


Sept. 15， 190a 


Chronic Em- 
physema. 


Patrick Flaherty, Fireman third grade. 


. Engine 


34 


Dec. 


1, 1900 


Oct. i, 1902 


Tuberculosis. 


Michael T. Barron, Fireman first grade. 


.En<nne 


28 


May 


S, 1899 


Dec. 22, 1902 


Tuberculoaii 
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Deaths Among Those 



.Name, Rank or Grade. Company. Date Appointed. 







CQmpany 




Aug. 


11, 


1869 






Company 




Nov. 


12, 


x87S 






Company. 




Aug. 


I3> 


1870 






Company 




Jan. 




1866 




• . Hook and Ladder 


Company 17. • 


May 




1878 


Patrick J. Donovan, Engineer of Steamer. . . . 




Company 




Jan. 




189S 






Company 




Aug. 


19, 


1884 




• • Hook and Ladder 


Company 2 . • 


Mar. 




1873 






Company 


31 


Nov. 


30, 


1866 
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Retired from All Service. 



Date Retired. 



Cause. 



Date of Death. 



Cause. 



July 




1896 


May 




I0O2 


May 


1 6, 


1896 


May 




l88l 


Aug. 




1 90 1 


June 


1 6, 


I902 


^\iar. 




I902 


May 




l899 


May 


17. 


l899 



Twenty years. 

Defective vision and se* 
nility. 

Senility. 

Phthisis. 

Twenty years. , 

Tuberculosis. 

Tuberculosis. 

Twenty years. 

Disease of heart and kid- 
neys, hernia and defec- 
tive vision. 



April 21, 1902 


Heart disease. 


June 27, 1902 


Heart disease. 


July io, 1902 


Paralysis. 


July 14, 1902 


Tuberculosis. 


July 22, 1902 


Bright* s disease. 


July 30, 1902 


Tuberculosis: 


Nov. 6, 1902 


Tuberculosis. 


Nov. 9, 1902 


Pneumonia. 


Dec. 4, 1902 


Apoplexy. 
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Deaths in the Uniformed Force. 



Name, Rank or Grade and Company. 



Date of 
Appointment. 



Date of 
Death. 



Cause. 



, 1902 Typhoid fever. 



John H. Spannhake, Fireman fourth grade, Hook 

and Ladder Company 18 Sept. 9, 1901 Jan. 

Thomas II. Murray, Fireman third grade, En- 
gine Company 21 Dec. 1, 1900 April 2, 1902 Suicide by carbolic 

m acid. 

Manuel J. Garcia, Captain Engine Company 17. . May i,"i89S May 31,1902 Tuberculosis. 

John. Hern, Lieutenant. Engine Company 46. . . . Sept. 1,1865 July 16,1902 Heart disease. 

Patrick J. Quail, Fireman second grade, Hook and 

Ladder Company 18 Oct. 20, 1899 Oct. 11， 

James H. McGowan, Fireman first grade, Engine 

* Company 62 June 1, 1883 Nov. 6, 

George H. Hannon, Fireman -first grade, Hook 

and Ladder Company 17 Jan. 10, 1893 Dec. 15, 



Thrown from 
truck; fractured 

Cirrhosis of liver. 



Suicide by carbolic 
acid. 



Roll of Micrit. 
Rescues at Personal Risk in Line of Duty. 

I r ebru°rv 20, by Firemen first grade Patrick H. O'Keefe, Hook and 
Ladder Company 13 ― At the fire in premises No. 60 East Eigthv-sevcnth 
street, a fiat house, on the evening of February 20, Kireman O'Keefe rescued 
from the third floor, by means of a 35- foot ladder, ； Mrs. Mary McLe，.n， 
aged 45 years. The stairway was completely enveloped in tlamcs wlion 
O'Keefe ascended the ladder, entered the apartment and carried Mrs. Mc- 
Lean down the ladder to safety, being assisted in his descent by a member 
of the Insurance Patrol. Great personal risk was incurred in this rescue, 
as a single misstep would have precipitated the group to the street. 

February 22 ― At the fire in the Park Avenue Hotel on the early morning 
of February 22, several officers and members of the uniformed force espe- 
cially distinguished themselves by their daring acts of life saving. 

Chief of Eighth Battalion George L. Ross, as the lines of hose were 
being dragged up the stairway leading to the fourth floor, ran ahead and 
up to the fifth floor, where he discovered a man and woman unconscious in 
the hallway. He called to Acting Chief of Seventh Battalion George H. 
Winter ( Foreman of Hook and Ladder Company 12), who was on the 
floor beneath, who immediately joined him, and the two crawled on hands 
and knees to the point where the man and woman lay, clra^^cd thcrn to the 
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stairway, down which they carried them to the fourth floor, and without 
attempting to ascertain their names, they turned their burdens over to 
members of the police force who were on the fourth floor, and immediately 
started again for the floor above, where there were several other bodies lying 
in the hallway. In consequence, however, of the intense heat and dense 
smoke they were compelled to abandon the effort. 

Fireman first grade Charles F. Douth and Fireman third grade Josq>h 
A. Christie, of Hook and Ladder Company 3, by means of a 35-foot ladder, 
raised from the porch over main entrance to the hotel, rescued John Barnctt 
from a window of the fifth story. They then attached a scaling ladder to 
the sill of the sixth story window directly above, and rescued Henry Conrad. 
Both of these men were brought in safety to the ground at great personal 
risk to the Firemen named, as at the time the rescues were made the fire 
was under full headway, the smoke pouring from the windows, the men in 
a panic-stricken state and about to jump, and the ladders covered with ice. 

Acting Chief of Battalion George H. Winter, Foreman of Hook and 
Ladder Company 12, and Firemen first grade John Davin, second grade 
John B. Beck, third grade Martin C. Lang and fourth grade John A. Slowey, 
of Hook and Ladder Company 3, and first grade Edward F. O'Connor, of 
Engine Company 72, standing on the porch over the main entrance to the 
hotel, caught in their arms, thereby saving from serious injury, a man and 
woman who jumped from a fourth-story window. 

Firemen first grade Alphonsns J. O'Brvon, of Hook and Ladder Com- 
pany 7, saved a man standing at one of the fifth-story windows of the 
burning building from which the smoke was pouring. By means of a 35- 
foot ladder he ascended to the porch over the main entrance to the hotel, 
thence by means of another ladder of similar length to the fourth floor, 
and standing on the sill of the window contrived, with much effort, owing 
to the condition of the sill and the intense heat and heavy smoke, to raise 
his scaling ladder to the fifth -story window, the sill of which was so wide 
that the ladder could not be securely attached thereto. O'Brvon, therefore, 
standing upright on the sill of the fourth-story window, kept the ladder 
from careening while Mr. Sanborn descended to a point vvhtTe the Firemen 
could reach him. In assisting him from the fifth story down the two 35- 
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foot ladders, owing to the extremely nervous condition of Mr. Sanborn, he 
was compelled to place him between the ladder and himself, making the 
work of rescue, in view of the fact that the rungs were coated with ice, 
an extremely hazardous proceeding. 

While Engine Company 3 was taking a line up the main stairway, 
Fireman first grade Washington I. Slater, of that company, was notified 
by the daughter of Mrs. Caroline L. T. Hall that her mother was on the 
fourth floor and unable to get down. He immediately proceeded upstairs, 
and found her in a fainting condition about twenty feet from the stairway, 
with her clothing on fire. He at once extinguished the fire to her garments, 
and carried her down the main stairway and placed her in charge of a 
surgeon from the New York Hospital, to which institution she was con- 
veyed in an ambulance, where she subsequently died. The rescue w?.s mnde 
at great personal risk, as the fire was burning fiercely in the hallway of the 
fourth floor at the time. 

March 3, by Fireman second grade John J. Buckley, of Engine Com- 
pany 31 一 At the fire in the seven-story tenement house, extending from 
No. 206 to Xo. 214 Canal street, at 8 o'clock on the morning of March 3, 
the flames had obtained control of the east half of the three upper floors, 
when Sadie Duscanta, aged nine years, and Philomena Joaclena, aged 57 
years, residing on the seventh floor, finding all means of escape cut off by 
the stairways and the front and rear fire escapes, climbed out from the 
window and were standing on a V-shapcd leader when they were observed 
by the Foreman of Hook and Ladder Company 8， who directed members 
of his command to bring up a ladder to the roof of Xo. 216. The ladder 
was then placed from the roof of Xo. 216 to the wall of Xo. 214, and 
Fireman Buckley ascended, and, when standing on the round next to the 
top, found he was only able to reach their feet. By his direction they 
kneeled down on the leader, and, by hanging from the window sill, the girl 
dropped into his arms, was safely swung to the ladder, and passed to a 
comrade, who conveyed her to the roof of Xo. 216 Canal street. The woman 
was saved in like manner. 

March 11, by Firemen first grade William King and Arthur Carroll, 
of Engine Company 47 ~ Upon the arrival of Engine Company 47 at the 
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fire in the five-story brick tenement house, No. 3135 Broadway, between 
One Hundred and Twenty-fourth and One Hundred and Twenty-fifth 
streets, at 2.30 p. ni.， March 11， the members of the company stretched 
in a line of hose and were about descending to the cellar when the Foreman 
was notified by a citizen that the janitrcss was in the cellar and unable to 
get out. He immediately hurried in with his line and company, and began 
a vigorous search for the woman. The fire had meanwhile reached the 
kitchen, where Firemen Carroll and King descried the prostrate form of a 
man. Crawling on their stomachs they reached him and dragged him into 
the corridor, and carried him to the sidewalk, whence he was removed in 
an ambulance to the J. Hood Wright Hospital. It was subsequently ascer- 
tained that his name was Alartin Reilly, his age 48, and that he was en- 
deavoring to extinguish the flames in the apartment of his niece, the janitrcss 
(who escaped unharmed), when he was rendered insensible. 

This rescue was effected at great personal risk, as the room in which 
Reilly lay unconscious was partly afire and heavily charged with heat and 
smoke. 

March 22, by Assistant Foreman James J. Sullivan, Engine Company 
5 一 L'pon arrival of Engine Company 5 at the fire in tenement house at 
No. 138 First avenue, on the afternoon of March 22, Assistant Foreman. 
Sullivan was informed that a woman was on the third floor and unable to 
escape, the hall and stairway leading from the second to the third floor 
being ablaze. Sullivan, without a moment's hesitation, dashed up the stair- 
way through the fire, heat and smoke to the third floor, obtained entrance 
to the apartment by breaking through a panel of the door and took the 
woman, whose name was Mrs. H. Nutsch, and who was much affected by 
the smoke, to a rear window for relief. 

The action of Assistant Foreman Sullivan was prompt and efficacious 
and performed at considerable personal risk, as the facts and circumstances 
indicate. 

June 20, by Fireman second grade William F. Kelly, Jr., of Hook and 
Ladder Company 12 一 At the fire at No. 233 West Fourteenth street, a 
five-story apartment house, at 2.47 a. m., June 20, Fireman Kelly rescued 
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James Cortada, aged 29, and William Harrison, aged 63, in the following 
manner : • 

Proceeding by stairway to the top floor of No. 221, which was of the 
same height, he climbed out and crossed from the lintel over the fourth- 
floor window to the lintel over the adjoining window of the burning build- 
ing, where lie found Mr. Cortada in a state of great excitement and took 
him in through the fifth-floor window of No. 225 by working his way from 
lintel to lintel. 

In the meantime Hook and Ladder Company 12 had elevated its 85-foot 
extension ladder, and Fireman Kelly returned in the same manner and 
assisted Mr. Harrison down the ladder to the street. 

These rescues were effected at great personal risk, as to accomplish them 
Kelly had to cross on the lintels of the windows on the fourth floor from 
one house to the other, and while standing on the lintel of No. 223 it 
crumbled and broke and large pieces fell to the street. But for this prompt 
action the two men would have jumped to certain death, the fire having 
originated on the fourth floor, ascended to the fifth, burning the stairway 
completely away, cutting off all means of cs:?.pc. 

August 19, by Firemen first grade Michael J. J. Martin, third grade 
Jacob Woll, Jr., and fourth grade John J. McAuliffe, all of engine Com- 
pany 15 ― At the fire at premises No. 35 Ms sex street, on August 19, which 
originated in the store on the first floor and extended through the entire 
floor, Firemen Martin, Woll and AIcAuliflfc, who were at the pipe in the 
store, heard groans coming from the rear rooms, and, making their way 
to the place whence the sounds came, found a woman and a child in an 
unconscious condition. They removed them to the street, and the woman, 
who it was subsequently ascertained was Mrs. Rose Moses, aged 52 years, 
was removed to Gouverneur Hospital, where she was found to be fatally 
burned, and died shortly after her admission. The child, Hattie Berliner, 
aged eight years, who received severe burns about the head and arms in 
addition to being overcome by smoke, was treated by a physician in the 
neighborhood and removed to her home at Xo. 25 Essex street. 

A considerable measure of personal risk was incurred by the three 
firemen named, as the rooms were heavily charged with heat and smoke, 
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and while making the rescue the stream from the line of Engine Company 
5 had to be directed constantly about the men to enable them to accomplish 
their mission. 

Scptemlnr 19, bs Fireman first grade Thomas \V. Smith, Engine Com- 
pany 54 一 Fireman Smith rescued Mrs. C. S.. Biers from the house No. 30 
West Forty-fifth street during the progress of a fire therein on September 
19, under tlie following circumstances : 

Upon the arrival of the apparatus of the Department the fire was found 
to be in the rear part of the cellar, with dense smoke and heat issuing 
from the cclhr, the doors of which, leading into the yard, were open, and 
the entire rear of premises enveloped in a dense and suffocating smoke. 

Kef ore Kn^inc Company 54, which was the first to arrive at the fire 
( wliich the firemen were informed by a citizen was in Forty-fourth street), 
liad stretched its line, Fireman Smith proceeded through a building on Forty- 
fourth street to the yard of the house on fire in Forty-fifth street, and 
observed a woman at a third-floor window frantically calling for help. He 
immediately scaled the board fence dividing the y?rds nnd closed the cellar 
doors, thereb\' lessening tlic danger from smoke ； then climbing wooden 
shutters to the top of a l)^y window, he mounted an iron bar which was 
fastened to the building. I»v that time Flook and Ladder Company 4 had 
raised a ladder from the yard, which readied the point to which Fireman 
Smith had already ascended. He at once got on the ladder, and found the 
same to be at least three fett short of the window, necessitating his standing 
on the upper round of the ladder and bracing himself on the rounds and 
against the windows, and in this position was able to reach and safely 
remove the woman to the ground. 

But for the good judgment shown by Smith in closing the cellar doors 
and his ability in scaling the rear of the building, the woman would have 
Ixcn suff(v;ntcd, as all means of escape were cut off, the interior of the 
building hcinpr heavily charged with smoke and the heat intense, three 
streams of water being required to extinguish the fire. 

October 10, by Fireman first grade Robert Walker, Hook and Ladder 
Company 6 ~ At the fire at premises Nos. 188-192 Park row shortly after 
midnight on October 10, Mrs. Harry Gordon, aged 32, with her daughter 
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Emeline, aged 2， had descended the stairway to the second floor in the 
rear of the building, which leads to No. 19 Worth street, when she found 
the hall and stairway Surrounded by flames and the building heavily charged 
with heat and smoke, and was unable to proceed further. Fireman Walker, 
who was on regular leave of absence, and who chanced to be in the neigh- 
borhood, ascended the stairway and brought them safely to the street. 

He was then informed by Mrs. Gordon that her son Herman, aged six 
years, was still on the third floor, and although the stairway was enveloped 
； n flames, he again forced his way to the third floor, receiving severe burns 
on the hands and having his face slightly scorched, and found no one in 
any of the rooms. By this time his retreat to the stairways was cut off 
and he was taken down to the street by way of a 25-foot ladder raised on 
the Park row side of the building by members of Hook and Ladder Com- 
pany 1. Considerable personal risk attended the action of Fireman Walker 
in his rescue of Mrs. Gordon and her daughter and in the quest of her son- 
December 12, by Fireman first grade John McGough, of Engine Com- 
pany 28 ~ At the fire in the premises No. 349 East Tenth street, shortly 
after midnight of December 12, Engine Company 28 on its arrival found 
the fire burning fiercely in the rear of the first floor and the hallway charged 
with heat and smoke. Fireman McGough rushed into the hallway, and by 
crawling upon his hands and knees reached the rear of the same, where 
he came upon a man who was subsequently ascertained to be Caspar Kw" 
aged 54 years, in a dazed condition and unable to escape. McGough 
dragged him to the street, where he survived sufficiently to tell the fireman 
that William Glaser, 50 years of age, was asleep in the rear of the first floor. 
McGough thereupon made a desperate effort to reach the sleeping apart- 
ments in the rear of the first floor, but the fire at that time was in full 
possession of them, and he failed, though he did not cease his efforts until 
he himself was overcome by heat and smoke. The dead body was subse- 
quently found in a rear bedroom on the first floor and turned over to the 
police authorities. McGough's action was highly commendable and was 
attended with no little personal risk to himself. 
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Outside the Line of Duty. 

April 12 一 While Foreman Patrick Maher, of Engine Company 7, was 
inspecting buildings in his company district, at about 11.30 a. m.， April 12, 
he came upon Detective Sergeant John L. Krauch and a thief named Frank 
W. Riter, struggling on the sidewalk at the southeast corner of Park row 
and New Chambers street. Both men were down, and Ritter, who was 
on top of Sergeant Krauch, had a revolver in his hand, which he was trying 
to place alongside of Krauch ，s head. Foreman Maher immediately grappled 
with Ritter, who broke away and ran down New Chambers street with Fore- 
man Maher in pursuit. As the Foreman got close to him, Ritter turned 
and pointed the revolver at him and pulled the trigger, but it missed fire. 
As Foreman Maher caught him, he placed the revolver against his (Maher's) 
body and pulled the trigger again, but the weapon again failed to discharge. 
Foreman Maher then knocked the man down, took the revolver away, 
and held him until Sergeant Krauch came up, handcuffed the thief, and 
took him to the police station. It was subsequently learned that the 
revolver was properly loaded, but was a safety "Smith & Wesson," with a 
spring at the butt, which the thief in his excitement had neglected to pull. 
If Foreman Maher had not interfered there is no doubt that the thief would 
have succeeded in killing Sergeant Krauch. 

Captain Titus, of the Detective Bureau, in a communication to the First 
Deputy Commissioner of the Police Department, reported that Foreman 
Maher's conduct on the occasion in question was worthy of the highest com- 
mendation, and the First Deputy Commissioner brought the matter officially 
to the attention of the Fire Commissioner. 

Maher ,s bravery in facing death outside the line of duty was not per- 
mitted to pass unrecognized, his name being placed on the Roll of Merit. 

Presentation of Medals. 

The late administration having omitted, in the year 190 1, to award the 
medals at the disposal of the Department for conspicuous deeds of valor per- 
formed by members of the uniformed force during the year 1900, and the 
medal annually, provided for the Captain of the best disciplined company 
during the same period, that duty devolved upon the present Commissioner. 
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Accordingly, on the 24th clay of May, 1902, in the drill yard in the rear 
of the Headquarters Building, in the presence of the Commissioner and an 
assemblage of invited guests, the medals for the year 1900 were presented 
by his Honor the Mayor to those who had been adjudged by a committee 
of officers of high rank in the uniformed force as entitled to be the recipients 
of these distinguished marks of honor for that year. 

The Bennett Medal — To Fireman First Grade Thomas J. McArthur of 

Engine Company 29. 

At the disastrous Tarrant Building fire, which occurred at midday on 
October 29, 1900, where several lives were lost, while the members of En- 
gine Company 29, with McArthur and Fireman first grade Michael F. 
Merron at the pipe, were dragging a line of hose up the stairway leading to 
the second story, an explosion occurred which forced them to drop the line 
and drove the Fircriien back into the street. Pausing- at a point 50 fect 
away, McArthur discovered that Merron was missing. lie immediately 
returned and found him in the doorway in an unconscious state. Raising 
Merron in his arms, he h^d proceeded with his burden down Warren street 
about 100 fect when another terrific explosion occurred, completely destroy- 
ing the building, in the doorway of which his comrade had lain but a moment 
before, and several other structures as well. 

The rescue was performed at great personal risk, and justly entitled 
Fireman McArthur to the award of the medal for the coolness and daring 
displayed by him under appalling conditions. 

The Bonner Medal — To Fireman First Grade Jeremiah Haggerty Xo. 2 
of Engine Company 4. 

At the fire at 3 o'clock a. m. on May 6， 1900. at Pier 20, East river, a 
wooden structure 35 feet high. 50 feet wide and 400 feet long, occupied by 
the Mallory Line, so rapidly did the flames spread that it was with great 
difficulty that the people on the various lighters and barges on either end 
of the pier were taken ashore. 

Several thrilling rescues of imperiled human beings were made by mem- 
bers of the uniformed force, and Fireman Jeremiah Haggerty especially 
distinguished himself in this work. 
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Procuring a rick about 15 feet long from the side of a cotton truck 
standing on the pier, he improvised a bridge from the bulkhead to the coal 
bar^e "S. Clark." and assisted one L. F. Wood, age 34, to the pier. He 
then went aboard another bar^o, the "S. Hand," and rendered a like service 
to one Joseph Plumb, age 43. 

Learning that Plumb's wife, age 32, and their two children, were still 
on board, he found his way through the intense heat and dense smoke to 
the cabin where they were, and brought them forth to the deck and thence 
to the side of the barge, across the rick leading from which to the bulkhead 
he safely brought them to shore. 

The courage, coolness and good judgment displayed by Fireman Hag- 
gerty in these rescues were eminently deserving of recognition, and the 
award to him of the Bonner medal a well-merited tribute to a worthy 
member of the uniformed force. 

The Strong ！ Medal — To Fireman First Grade Thomas Malavcy of Engine 
Company 57 ( Fireboat "The New Yorker."). 

At the fire in the apartment house Xo. 415 West Fifty-seventh street, 
on January 29, 1900, several daring acts of rescue were performed by the 
uniformed force, the most conspicuous being that of Fireman first grade 
Thomas ^lalavey, at that time assigned to Engine Company 40. 

Fireman Malavcy, while in charge of the pipe of his company on the 
stairway near the second floor landing, was informed, after two rescues 
from the third floor of the burning building had been effected by comrades, 
that there was still another person there in dire peril. Without a moment's 
hesitation he proceeded to the third floor, crept on hands and knees to 
the front room and found a young woman, who proved to be Miss Helen 
Miles, on the floor in a state of unconsciousness, a portion of her clothing 
ablaze. Extinguishing the flames, he carried her out into the hallway, 
when he was confronted by a fierce body of heat and smoke, through which 
he dashed, with the hair on the right side of his head partly singed, and 
descended with his burden to the street, whence Miss Miles, considerably 
burned about the face and hands, was removed to the Roosevelt Hospital 
for treatment. 
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Considerable personal risk was incurred in this rescue, and but for the 
prompt and courageous action of Fireman Malavey Miss Miles would have 
lost her life. 

The Trevor-Warren Medal— To Fireman First Grade James Monaghan 

of Engine Company 163. 

At a fierce fire which broke out shortly after 1 o'clock a. m" January 2, 
1900, in the densely-populated five-story tenement house, No. 754 First 
avenue, and which upon the arrival of the apparatus and men of the De- 
partment was seen to be in complete control of the rear of the third, fourth 
and fifth floors, cutting off the way to safety, by means of the fire escape 
and stairways and forcing the tenants, suddently aroused from their slum- 
bers and in a panic-stricken state, to the front windows, many of the uni- 
formed force distinguished themselves by their coolness, skill and daring in 
calming the fears of the endangered inmates and in rescuing them from 
positions of imminent peril. 

Conspicuous among the heroic band was Fireman first grade James 
Monaghan of -Engine Company 163, at that time a member of Hook and 
Ladder Company 2, who was notably active in the work of rescue. 

By means of a 35-foot ladder Monaghan, accompanied by four of his 
fellows, ascended to the fourth floor, where he passed the Lawrence family, 
consisting of husband and wife and their five children of tender years, to 
his comrades, by whom they were conveyed or assisted to the street. 

Proceeding then by the use of a scaling ladder to the fifth story, assisted 
by two other members of the uniformed force, he passed two female children 
of the name of Lane into the hands of the Firemen who had accompanied 
him, by whom they were conveyed to safety, himself assisting the brother, 
aged 17, to the street. 

The report of the Chief of the First Battalion states that while the per- 
formances of all engaged in the work of rescue at this fire was meritorious 
in a high degree, the conduct of Monaghan (and of Lieutenant Howe of 
Hook and Ladder Company 7, who is the possessor of the Bonner Medal 
for the year 1897) was notably so, not only because of the imminent peril 
to which their lives were exposed, but also by reason of the coolness, skill 
and judgment evidenced by them in handling the distracted tenants until 
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they were removed to a place of safety. As proof of the risk to which 
they were exposed, he cites the fact that the ladders used by them in effect- 
ing these rescues were scorched and burned. 

Monaghan showed himself indeed a hero at this fire, and none of his 
associates will begrudge him his well-earned honor. 

The Stephenson Medal 一 To Foreman John F. Devanny of Engine Com- 
pany 29. 

Foreman Devanny has earned an enviable reputation for the high stan- 
dard of discipline and efficiency he has succeeded in establishing and main- 
taining in the companies he has commanded since attaining the rank of 
Foreman, and therefore, while not unmindful of the claims of others to the 
preferment, which were carefully considered, it was deemed proper to 
select Foreman Devanny to be the recipient of this medal for the year 1900. 

Register of Officers of the Uniformed Force in Active Service on 

December 31, 1902. 



^-Original Appointment-^ , Promotions 

Name. Grade. Date. Grades. Dates. 



Duane, William Fireman 



3. Ahearn, Thom- 



Fi reman 



Deputy Chiefs of Department. 

1. Purroy, Charles 

D Private Jan. 22, 1880 Fireman 

Assistant Foreman 

Foreman 

Chief of Battalion 

Deputy Chief of Department. 

Aug. 8, 1868 Assistant Foreman 

Foreman 

Chief of Battalion 

Deputy Chief of Department . . 

May 9， 1873 Assistant Foreman 

Foreman 

Chief of Battalion 

Deputy Chief of Department . . 

Oct. 17, 1866 Assistant Foreman 

Foreman 

Chief of Battalion 

Deputy Chief of Department . . 

Assistant Foreman 

Foreman 

Chief of Battalion 

a Foreman 

Chief of Battalion 

2. Shea, Joseph . . Foreman May 20,1884 Chief of Battalion 



4. Cashman, John . 

J Fireman 



Chiefs of Battalion. 
1. Short, Peter H. 



Fireman 



May 1, 1875 



Reassigned as Foreman July 1, 1887. 
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Name. 



-Original Appointment- 
Grade. Date. 



Grades. 



-Promotion- 



Dates. 



Langford, Thos. 

K Fireman 

Gooderson, Fred 

、V.， Jr Private 

Krugcr, Charles 

W Asst. Eng'r. 



Binns, John . . . Private 
* Kenny, Thomas 



Fireman 



8. CallaKhaii, Rich- 



Fireman 



9. Burns, John J. Private 

10. McCartney, 

James J Fireman 



Farrell, Geo. F. Private 

Martin, Jos. B. Private 

Terpcny, Eugene 

F Private 



14. llresnan, Tim- 
othy J Fireman 



15. Ross, George L. Fireman 

{Fireman 
Resigned 
Reinstated 

17. Gray, Francis J. Private 

Chief Instructor. 
McAdams, Henry W. Fireman 



Dec. 20, 18S6 Assistant Foreman April 13, 1896 

Foreman . ； July 10， 1898 

C hiti of Battalion Feb. 1, 19^1 

Oct. 13, 1879 Assistant Engineer of Steamer. . . April 1,1880 

Assistant Foreman May 23, 1883 

Foreman May 3, 1884 

C lutf of Battalion April 1, 1897 

July 3, 1872 Assistant Foreman Sept. 27, 1S77 

Fort'nian Jan. I, i^>95 

L hief of Battalion April 1, 1897 

Mar. 22, Assistant Foreman * May 20, 1^*84 

Koi cman Aug. 16, 1884 

C hicf of Battalion Dec. 1, 1897 

Aug. 4， 1876 A-sistan^ Foreman July 10, 1879 

Foreman Feb. 1, 1S65 

Chief of Battalion July 2, 1898 

Sept. 4， 1885 Assistant Foreman Nov. 15, 1891 

Foreman June 3, 1S95 

C hicf of Battalion July 2, 1898 

Aug. 17, 1883 Assistant Foreman Feb. 1, 188b 

Foreman April 20, 1894 

(hicf of Battalion Oct. 1, 1898 

Aug. 1, 1884 Assistant Foreman Dec. 27, 1887 

' Foreman Mar. 1, 1895 

C hief of Battalion July 1, 1899 

Nov. 1, 1880 Assistant Foreman Feb. 1, 1887 

Korenian Tunc 11, 1891 

Chief of Battalion Oct. 1, 1900 

Jan. 18， 1884 Assistant Foreman Nov. 19, 1889 

Foreman Tan. 5, 1893 

Chief of Battalion Mar. 1， 1900 

Mar. 7, 1880 Assistant Engineer of Steamer. . . Feb. 10,1882 

Engineer of Steamer Tan. 1, 188b 

Assistant Foreman Jan. 1, 1894 

Foreman April 13, 1896 

Chief of Battalion Mar. 1, 1900 

Oct. 26, 1 88 1 Assistant Foreman Tan. 5, 1893 

Foreman Dec. 1, 1897 

Chief of Battalion Aug. 1， 1900 

Dec. 23, 1888 Assistant Foreman Tan. 1, 1894 

Foreman Dec. 1, 1897 

Chief of Battalion July 15, 1900 

Jan. 1, 1890 Engineer of Steamer Oct. 18, 1894 

Jan. i, 189-2 Assistant Foreman \pril 13, 1896 

Feb. 11, 1894 Foreman Dec. 1, 1897 

C hief of Battalion April 1,1900 

May 20, 1884 Engineer of Steamer April 10, 1891 

Assistant Foreman April 13, 1896 

Foreman Dec. 1, 1897 

Chief of Battalion July 3, 1902 

Sept. 1 8, 1874 Assistant Foreman Nov. 1, 1881 

Foreman May 23, 1883 

Chief Instructor June 1, 1897 



Detailed from Borough of Brooklyn. 
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Xamc. 



-Original Appointment \ t Promotion 

Grade. Date. Grades. Dates. 



Foremen. 

i. Ward, John, 

Xo. i Fireman Sept. a6, 1865 



Per'ey, Hamil- j" Assistant 

ton F -j Engin 

(. Steamer 



Assistant 
Foreman 



Foreman . 



Tan 
Ma 



1870 
i«73 



F \ Engineer of \ Mar. 15, 

(. Steamer J 
3. Eagan, John J. Fireman Sept. 11， 



i\ b Engineer ) 
Fisher, Isaac. . . ( of Steamer f Oct. 
Assistant j ， 
Engineer of > Nov. 
Steamer J 



1873 
1865 

, 1869 
, 187a 



Assistant Foreman Jan. 15, 1874 

Foreman Aug. 1, 1874 

Assistant Foreman Oct. 15,1870 

Foreman •••• Aug. 20, 1875 



Engineer of Steamer July 



Assistant 
1-oreman 



Foreman April 15, 



5. Wray. Robert - . Fj reman 



Oct. z6 f 1865 



Assistant 
Assistant 



Engineer of Steamer. . . . 
Foreman. 



June 
Sept. 



6. Farrcll, Robt. R. \ Engineer of \ Nov. 



f c Assistant] 
nginccrof \ 
\ Steai 



I Assistant 
•j Engineer of V Mar. 
(. Steamer J 



7. Shay, Chas. H. Private 



1871 
1873 
Nov. 21, 1877 



Foreman Mar. 

Assistant Foreman Jan. 15, 

Foreman Feb. i, 



Fireman April 

As.Mi.tant Engineer of Steamer. . . • April 

of Steamer April 

Foreman Dec. i 



Engineer 
Assistant 
Foreman 



8. O'Brien, Edward Fireman July 1, 1869 

9. Cosgrove, James Private Jan. i, 1878 



0. Barry, James. ... J d Hoseman Jan. 10, 1874 

I Fireman Feb. 12, 1876 

f e District 

1. Sullivan, Thomas -j Engineer Sept. 6, 1865 

[ Foreman Aug. 23, 1884 

2. Lawler, Daniel. 

3. Callaghan, Daniel 



Assistant Foreman Mar. 

Foreman Sept. : 

As si Nt ant Engineer of Steamer. . • Mar. . 

Assistant Foreman July 

Foreman June 6, 

Assistant Foreman May 

Foreman Aug. 



4. Cooncy, John J. 



5. M c X a m 
Michael 



6. O'Hcarn, Thos. 

7. Siegmann, Louis 

8. Honan, John S. 

9. Riordan, John, 



Fireman 


May 


1, 1875 


Assistant 
Foreman 




Fireman 


Mar. 


1, 1673 


Assistant 
Foreman 




Private 


Sept. 


1, 1882 


Assistant 
Assistant 
Foreman 


Engineer of Steamer. . . 


Fireman 


April 


21, 1873 


Assistant 
Foreman 




Fireman 


June 


12, 187S 


Assistant 
Foreman 




Fireman 


Feb. 


8, 1871 


Assistant 
Foreman 




Private 


May 


8, 1883 


Assistant 
Foreman 




Fireman 


Sept. 


20, 1866 


Assistant 
Foreman 





\ug. 
Feb. 



Nov. 



1 6, 



Jul: 



cb. 



IS 



1873 

1874 
1875 

U87X 
1874 
1877 

1874 

1880 



1878 
1878 
1879 
1879 
1880 

1873 
1880 

1880 
1881 
1884 

1884 

i8«4 



1884 
1885 

1879 
1885 

1884 
1 885 
1885 

1884 
1886 

1883 
1887 

1874 
1887 

1885 
1889 

1871 
1889 



b. Resigned May 21, 1872. 

c. Resigned May 21, 1872. 



d. Resigned May 21， 
c. Dropped May 21, 



187a. 
1873 
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Name. 



, Original Appointment \ r- 

Grade. Date. 



Grades. 



-Promotion- 



Dates. 



20. Na: 



， 



William 



21. Conaghan, Pat- 
lick 



Fireman 



Fireman 



28. 



Hanlon, Peter.. Fireman 

Barrett, Thomas 

F Private 

Kane, Thomas F Fireman 



Dorlohue, Ma- \ Fireman 
lachi ( fireman 

. Connelly, Thomas 

F Fireman 

Cartwright, Ste- 
phen Fireman 

Aiken, Alexan- 
der D Fireman 



29. Farley, John . . . Private 

30. Frcel. Thomas 

V.* 



31. Reilly, William. Private 

32. Quinn, William 

H Fireman 



33. Ahcarn, Timothy Private 



Graham, Mich. 



35. Lu< 



icas, 



Patrick 



36. 



38. 



Private 
Fireman 



Dougherty,Thos. 

F Fireman 



Burnett, Henry. 
Legnard, John 



Fireman 
Private 



39. Sloan, Peter. . . 

40. Larkin, Thomas, 

41. Dcvanny, John 

F ■ . 

42. Braisted, Will- 
iam C 



Sept. 9, 1876 Assistant Engineer of Steamer. 

Engineer of Steamer 

Assistant Foreman 

Foreman 



Oct. 
Feb. 
Feb. 
May 



Dec. 
Aug. 
Aug. 
Jan. 
Jan. 
July 
Nov. 
Dec. 
Dec. 



20, 1865 

I, 1883 
15, l882 



10， 1870 

1, l873 



Assistant Foreman . 
Foreman 



Assistant Foreman. 
Foreman 



Assistant Foreman . 
Foreman 



Assistant Foreman . 
Foreman 



f Assistant Foreman. 
Assistant Foreman … 
Foreman 



3, 1876 
1, 1871 
19. 1871 
19, 188^ 
18, 1 881 

18, 1880 

19, 1874 
S, 1 881 

April 10， 1882 
April 24, 1887 
April 15, 1888 
Sept. 22, 1865 
Feb. 1, 1877 



Assistant Foreman. 
Foreman 



Assistant Foreman . 
Foreman 



Assistant Foreman . 
Foreman 



Assistant Foreman . 
Foreman 



Assistant Foreman . 
Foreman , 



Foreman 

Assistant 
Foreman 

Assistant 
Foreman 

Assistant 
Foreman 

Assistant 
Foreman 

Assistant 
Foreman 

Assistant 
Foreman 

Fireman 
Assistant 
Engineer 
Assistant 
Foreman 



Foreman . 
Foreraan. 
Foreman . 
Foreman . 
Foreman . 
Foreman . 
Foreman . 



Engineer of Steamer. 

of Steamer 

Foreman 



Oct. 1, 1876 
Jan. i, 1886 
Feb. 1, 1887 
June 11， i 891 

April 2i t 1873 
Nov. 15, 1 891 

Tunc z， 1889 
Jan. 5, 1893 

Nov. 19, 1889 
Jan. 5, 1893 

Aug. 22, 1890 
Jan. 5, 1893 

Oct. 17. 1872 
May 20, i8b4 
Jan. 1, 1894 

Nov. 15, 1891 
Jan. 1, 1^94 

May is, 1874 
April ao, 1894 

Dec. 1, 1882 
Jan. 1, 1895 

Nov. 19, 1899 
Jan. 1， 1895 

Nov. 19, 1889 
Mar. i, 1895 

Nov. 1, 1892 
June 3, 1895 

Jan. 1, 1895 
April 13, 1896 

Jan. 5, 1893 
April 13, 1896 

Jan. 1, 1895 
April 13, 1896 

Jan. i f 1894 
A^ril 13, 1896 

June 3, 1895 
April 13, 1896 

Jan. 15, 1874 
Dec. 1, 广 
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Fireman 


Oct. 


26, 1 88 1 


Assistant 
Foreman 


Private 


April 


7, 1884 


Assistant 
Foreman 


Private 


Aug. 


18, 1884 


Assistant 
Foreman 


Fireman 


July 


3， 1872 


Assistant 
Foreman 



Foreman . 
Foreman . 
Foreman . . 
Foreman . , 



Apn. 1877 
April zo t 1877 
Oct. 4， X878 
Aug. 16， 18&4 
Dec i, 1897 

Tune 1, 1889 
Dec. 1， 1897 

Aug. 22, 1890 
Dec x, 1897 

Nov. i f 1892 
Dec. 1, 1897 

Tune 16, 1873 
Dec. 31. i897 



f. Dismissed Novci 
* Appointed Fin 
pursuant to provisions 



ovember 23, 1873. 

e Marshal, Borougbs of Manhattan, The Bronx and Richmond January ii 
ns of section 779, chapter 466, Laws of 1901 (Greater New York Charter). 



8, 1902, 
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Name. Grade. 



t Original Appointment ^ t Promotion 

― ide. Date. Grades. Dates. 



43. Martin, Michael Fireman July 1, 1873 

44. Brogan, James 

C Fireman May 1, 1880 

45. Foley, Patrick.. Fireman Dec. 19， 1874 

46. Bcggin Will- 

iam T Fireman June 7, "86 

47 ' L joh 1 n n f. S .!°"' Private Aug. 18, 1884 

48. Smith. James 

j., No. i Private April 4> 188 1 

49. Skelly, Thos. F. Private Aug. 26, 1884 
5 °' A Charle3 r J?. 1 . 1 !' Private Feb. xa, 1881 

51. Burns, Michael 

A Fireman Mar. 1, i8tf3 

52. Sherrick, Joseph Fireman Jan. 30， 1873 

53. Kelly. Bernard . Fireman July 1,1883 

54. Howe, John P. Fireman June 1, 1890 

SS- Winter, George 

H Fireman Aug. 10， 1890 

56. Crawley, Joseph Fireman Feb. I9i 189X 

57. Sheridan, Chas.. Fireman Feb. 27, 

58. Shea, John F. • Private Nov. 22, 

59. Kcnlon, John. . Fireman April 2, 

60. Hayes, Thos. J. Fireman Feb. 16, 

61. Dcvanncy, Jos. 

F Ffrertian Dec. 17. 

62. Stone, Chas. H. Fireman Sept. 4, 

63. Norton, Thomas 

F Fireman Jan. 1, 

64. II c n ncssy , 

Frank J Private Aug. 20, 



1891 
1883 

1887 

189 1 
1885 
1885 

1887 
1881 



Assistant 
Foreman 

Assistant 
Foreman 

Assistant 
Foreman 

Assistant 
Foreman 

Assistant 
Foreman 

Assistant 
Foreman 

Assistant 
Foreman 

Assistant 
Assistant 
Foreman 

Assistant 
Foreman 

Assistant 
Foreman 

Assistant 
Foreman 

Assistant 
Foreman 

Engineer 
Assistant 
Foreman 

Engineer 
Assistant 
Foreman 

Assistant 
Foreman 

Engineer 
Assistant 
Foreman 

Engineer 
Assistant 
Foreman 

Assistant 
Foreman 



Foreman. 
Foreman. 



Foreman . 
Foreman • 



Foreman. 
Foreman . 



Dec. 1, 1886 
Dec. 31, 1897 

Nov. 
July 

Tan. 

July 

Aug. 

July 

Aug. 22 % 189O 

Oct. 10, 1898 



5. 1J91 
o, 1898 

3, i893 

0, 1898 

1, 1895 
o, 1898 

22, 1890 
o' 1898 



Foreman . 



ngineer of Steamer, 
o reman 



Nov 
Oct, 



Foreman. 
Foreman . . 



Foreman • 
Foreman . 



of Steamer. 
Foreman . . 



Dec. 17, 1881 

May 20， 1884 

Aug. 1, 1900 

Aug. 20, 1890 

Aug. 1, 19°° 

Nov. 1, 1892 
April 1, 1900 

Jan. 5, i893 

Aug. 1, 1900 

Dec. 4, 1897 
April 1, 19 00 

May 15, 1895 

Dec. 4, i897 

Dec. 1, 1900 



of Steamer. 
Foreman . . • 



Foreman . 



Mar. 16, 1893 
Dec. 4* i897 
Aug. 1, 1900 

Dec. 1, it'97 



of Steamer. 
Foreman . • . 



of Steamer. 
Foreman • • . 



Foreman 

Engineer 
Assistant 
Foreman 

Assistant 
Foreman 



sistant 
•reman 



Foreman . 
Foreman , 



of Steamer. 
Foreman . . . 



As: 
Foi 



Foreman. 
Foreman . 



1900 



May 10, i88« 
Dec. 31. » 8 97 
Aug. 1, 1900 

Sept. 1, 189-1 
Dec. 3', i897 
April 1, 190° 

Dec. 31. i897 
April 1, 1900 

July 10, 1898 
Aug. 1, 1900 

2, 1886 
S, 1893 
'ept. 1, 1900 

Jan. 1, 1895 
Sept. 1. 1900 

June 3, 1895 
Sept. x, 1900 



Scpl 



z Original Appointment N t Promotion 

Name. Grade. Date. Grades. Dates 



C5. Roan, James S. Private 
66 Burke, Frank. . Hoscman 

67. King, John F.. Private 

68. Duffy, Will- 

iam J Private 

69. Hiegins, John 

F Fireman 

70. Coleman, Mar- 

tin M Fireman 

71. Kiernan, James 

B Fireman 

72. O'Connor, Jos. 

A Fireman 

73. King, Thomas, 

No. i Private 

74. Con Ion, John B. Fireman 

75. Oswald, Robert. Fireman 

76. Andariese, 

John T Fireman 

77. McAree, John F. Fireman 

78. Ryan, Edward 

F Fireman 

79. Beshinger, Jos.. Private 

80. Flaherty, James Private 

81. Hayes, James J. Private 

82. Morrison, Mar- 

tin Private 

83. Curren, Ben- 

jamin C Fireman 

84. Andrews, Peter, 

Jr Private 

85. Hatick, Henry . Fireman 

86. Graham, Pat- 

rick J Fireman 



May 1, 1883 Assistant Foreman 

Foreman 

Sept. 1, 1869 Assistant Foreman 

Foreman 

Reduced to ranks 

Assistant Foreman 

Foreman 

Dec. 1, 1883 Assistant Foreman 

Foreman 

May 15, 1884 Assistant Foreman 

Foreman 

Dec. 17, 1885 Assistant Foreman 

Foreman 

April 24, 1887 Assistant Foreman 

Foreman 

June 1, 1887 Assistant Foreman 

Foreman 

Mar. 1, 1888 Assistant Foreman 

Foreman 

July 1, 1 88 1 Assistant Engineer of Steamer. 

Engineer of Steamer 

Assistant Foreman 

Foreman 

Sept. 4， 1885 Assistant Foreman 

Foreman 

Jan. 1, 1890 Assistant Foreman 

Foreman 

June 1, 1 891 Assistant Foreman 

Foreman 

Feb. 27, 1 891 Engineer of Steamer 

Assistant Foreman 

Foreman 

July 3, 187a Assistant Foreman 

Foreman 

May 10, 1880 Assistant Foreman 

Foreman 

Feb. 15,1882 Assistant Foreman 

Foreman ， 

May 8, 1882 Assistant Foreman 

Foreman 

April 7, 188 v Assistant Foreman 

Foreman 

June 1, 1891 Assistant Foreman 

Foreman 

April s, 1S84 Assistant Foreman 

， Foreman 

Mar. 3, 1889 Assistant Foreman 

Foreman 

June 24, 1890 Assistant Foreman 

Foreman 
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9 o 77 790 9 o 90 90 9 o 9 o 9 o 88 9 o 9 o 90 9 o 9 9 o 00 o 8 o 00 o 9 o 90 9 o 9 o 9 o 90 

8 9 8888 9 8 9 8 9 8 9 8 9 8 9 8 9 888 9 8 9 8 9 8 9 88 9 8 9 89 89 8 9 909 8 9 8 9 89 89 
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t Original Appointment- — s , Promotion 

Name. Grade. Date. Grades. Dates. 



87. Lawrence, Wm. 

E., Jr Fireman Aug. 10, 1890 

88. Walker, John... Fireman May 12,1892 

89. Hanbury, Pat- 

rick Fireman June 7, 1886 

90. Worth, Edward 

J Fireman Dec. 30， 1888 

91. Kirchncr, Will- 

ram B Fireman Oct. 24, 1881 

92. Root, Edward * 

S Private Dec. 30, 1886 

93. Poling, Samuel 

E Fireman Mar. 1, 1893 

94. Galvin, Bar- 

tow J Fireman Jan. 10， 1893 

95* M c K e r n a n , 

Owen Fireman July 21， 1892 

96. Doonan, James 

P Fireiran June 19， 1889 

97- Fitzgerald, 

Michael J. . . Fireman Pfeb. 11, 1894 

98. Malone, James. . Fireman Sept. 4, 1885 

99. Fuchs, Fran- 

cis M Fireman Dec. ^o, 1886 

100. Conway, Daniel 

J Fireman Jan. 7, 1886 

Assistant Foremen. 

1. Lynar, Andrew Fireman Jan. 21, 1868 

2. Kenehan, Rich- 

ard F Fireman July 1, 1875 

j. Meehan, Ed- 
ward Fireman July 23, 1870 

4- Touhey, Martin 

J Fireman Mar. 15, 187^ 

5- Miller, William Private April j, 1881 

6. Taylor, Jos. W. Fireman Jan. 1， 1873 

7. Mackey, Henry 

F Fireman Oct. 15， 1872 

8. Slevin, Michael 

H Fireman Dec. 20, 1886 

9. Horan f Pat- 

rick T Private Oct 27, 1880 

10. F i t r m a u rice, 

Daniel P Private Feb. 15, 1882 

11. Lunny, Hugh J. Private Aug. 1,1883 



Assistant Foreman Dec. 4, 1697 

Foreman Jan. 1, 1901 

Assistant Foreman Dec 4， 1897 

Foreman Jan. 1, 1901 

Assistant Foreman Dec 31, 1897 

Foreman June i t 1901 

Assistant Foreman Dec. 31， 1897 

Foreman Jan. 1, 190 1 

Assistant Foreman July 10, 1898 

Foreman June 7, 1901 

Engineer of Steamer Dec. 1, 1887 

Assistant Foreman July 10, 1898 

Foreman Aug. 1, 1901 

Assistant Foreman Oct. 1898 

Foreman April I, 1901 

Assistant Foreman Feb. i y 1899 

Foreman Dec. 1, 1901 

Assistant Foreman Feb. 1， 1899 

Foreman Dec. i f 1901 

Assistant Foreman Feb. 16， 1899 

Foremen June 7, 1901 

Assistant Foreman April 13， 1896 

Foreman July 3, 1902 

Assistant Foreman Dec. 4， 1897 

Foreman Aug. 15, 1902 

Assistant Foreman April 13, 1896 

Foreman Aug. 15, 1902 

Engineer of Steamer May 1, 1887 

Assistant Foreman April 13, 1896 

Foreman Aug. 15, 1902 

Assistant Foreman Feb. 15, 187a 

Assistant Foreman April 3, 1878 

Assistant Foreman Aug. 13, 1883 

Assistant Foreman May 20， 1884 

Assistant Foreman Dec 1， 1886 

Assistant Foreman Mar. 1， 1887 

Assistant Foreman June 1, 1889 

Assistant Foreman June 1, 1889 

Assistant Foreman Aug. 22, 1890 

Assistant Foreman Aug. 22, 1890 

Assistant Foreman Aug. 22, 1890 
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Name. 



一 Original Appointment ^ ( Promotion- 

Grade. Date. Grades. l^atca. 



12. C u n n i ngham, 

Wm. No. z.. Fireman 

j 3. Sheehan, Dan- 
id J Fireman 

14. McBride, Peter. Fireman 

15. McGtnnis, Fran- 

cis Private 

16. Farley, John E. Private 

17. Fagan, Edward 

J Private 

»8. Ryan, John, 

No i Fireman 

19. Wiclind, Will- 

iam J Fireman 

20. Galloway, Edw. 

T Fireman 

21. Fox, George J. Fireman 

22. Lynch, Sam. P. Private 

23. Finnell, John F. Private 

24. Harmon, Philip 

C., Jr Fireman 

25. Davin, John, 

No. 2 Fireman 

26. Levy, Edward J. Fireman 

^7. Helm, Henry B. Fireman 

i-8. Ruch, Howard 

C Fireman 

29. Hughes, John.. Fireman 

30. Vlailley, Chas. . Fireman 

31. F a r r c 1 1, Ed- 

ward D Fireman 

32. Behlcr. Will- 

iam H . . Firer»3n 

33. Crawford, James 

J Fireman 

34. Hughes, John 

R Fireman 

35. Rush, John Fireman 

36. Bearman, John 

' W Fircnr an 

37. Ouinn, Joseph. Fireman 

38. Corcoran, Will- 

iam R Fireman 

39. McGuirc, Law- 

rence Fireman 



Sept 


4> 


1885 


Assistant 


Jan. 


7 ， 


I00O 


Assistant 


April 




I003 


Assistant 


May 


16, 


188 1 


Assistant 


Mar. 




1883 


Assistant 


bept. 


4 , 


I OO5 


Assistant 


Jan. 


16, 


1871 


Assistant 


Jan. 


u 


1890 


Assistant 


May 


18, 


1 09 j 


Assistant 


Mar. 


n f 


1888 


Assistant 


Jan. 




x8 & 4 


Assistant 


Jan. 


9. 




Assistant 


Dec. 




1888 


Assistant 


Jan. 


，、 


1896 


Assistant 


Aug. 


19, 


1 004 


Assistant 


Jan. 




1896 


Assistant 


Dea 




189s 


Assistant 


Mar. 


ii, 


1888 


Assistant 


Aug. 


15. 


1884 


Assistant 


Dec. 






Assistant 


Mar. 


% 




Assistant 


Mar. 


10, 


1888 


Assistant 


July 




1895 


Assistant 


July 


8, 


1896 


Engineer 
Assistant 


July 




1 8^3 


Assistant 


Aug. 


10, 


1890 


Assistant 


Dec. 




t868 


Assistant 


June 




1886 


Assistant 



Foreman June 11, 1891 

Foreman Nov. i, 189a 

Foreman Jan. s, 1893 

Foreman Jan. 1, 1894 

Foreman June 3, 1895 

Foreman July 1, 1895 

Foreman Feb. ao, 1897 

Foreman Dec. 4, 1897 

Foreman Dec. 4, 1897 

Foreman July 10, 1898 

Foreman Oct. 10, 1898 

Foreman Oct. 13. 1898 

Foreman Oct. 13, 1898 

Foreman : Aug. 1 , 1 900 

Foreman Aug. 1, 1900 

Foreman Aug. 1, 1900 

Foreman Aug. 1, 1900 

Foreman Aug. 1, 1900 

Foreman Aug. 1, 1900 

Foreman Aug. 1, 1900 

Foreman A up i t 1900 

Foreman Aug. 1, 1900 

Foreman Aug. 1, 1900 

of Steamer Aug. 22, 1^98 

Foreman Aug. 1, 190° 

Foreman Aug. 1, 1900 

Foreman Aug. r, 1900 

Foreman Aug. 1, 1900 

Foreman Aug. 1/1900 
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z Original 

Name. Grade. 

40. M c D e r m ott t 

Bartholomew. Fireman 

41. Kehoe t William Fireman 

42. Fitzgerald, An- 

drew F Fireman 

43. Sullivan', John, 

No. i Fireman 

44. Callagy, Martin 

F Fireman 

45- McDonald, Aus- 
tin Fireman 

46. Sweet, Andrew 

B Fireman 

47. Clark, William. Fireman 

48. McAuliffe, Tim- 

othy J Fireman 

49. Hyde, Andrew 

T Fireman 

50. Stickel, Henry. Fireman 

51. Murray, Gco.W. Fireman 

52. Tissier, Frank J. Fireman 

53. Shevlin, James 

H Fireman 

54. Donovan, Daniel Fireman 

55. Devlin, William Fireman 

56. McGuire, Chas. 

F Fireman 

57. Murray, Fred- 

erick Fireman 

58. Hartiran, Gus- 

tav Fireman 

59. Hock, Jacob P. Fireman 

60. Kennedy Will- 

iam J Fireman 

61. Burke. Daniel 

F Fireman 

62. Sullivan, James 

J Fireman 

63. Boyle, Ben- 

jamin H Fireman 

64. Hannley y Mich. 

F Fireman 

65. Connolly, John. Fireman 

66. Oppe, Herman 

W Fireman 

67. Ferris, Jas. E. Fireman 



Appointment 一 
Date. 



Grades. 



-Promotion- 



Dates. 



Jan. 




X89O 


Assistant 




Dec 


ao, 


1886 


Assistant 




May 






Assistant 




Feb. 


18, 1894 


Assistant 




May 


x 




Assistant 




July 


10, 


1893 


Assistant 




April 


4, 




Assistant 


Foreman 


Jan. 


7. 




Assistant 




July 




1893 


Assistant 




Jan. 


21, 


189a 


Assistant 




Jan. 


21, 


189^ 


Assistant 




Dec. 




1888 


Assistant 




Mar. 




1893 


Assistant 




Dec. 


7. 


1893 


Assistant 




Aug. 


I. 


1894 


Assistant 




Jan. 


18, 


1896 


Assistant 




Jan. 




189^ 


Assistant 




July 


8, 


1896 


Engineer 
Assistant 




Oct 




1869 


Assistant 




Jan. 


21, 


189a 


Assistant 




Oct. 




1880 


Assistant 




April 




1894 


Assistant 




May 




1892 


Engineer 
Assistant 




Jan. 


16, 


1896 


Assistant 




Feb. 




1889 


Assistant 




Jan 


21, 


1892 




May 




J89S 


Assistant 




Mar. 




1893 


Assistant 





Sept 



, 1900 
, 1900 

, 1900 

, 1900 

, 1900 

, 1900 

' 1900 
, 1900 

, 1900 

, 1900 
, 1900 
, 1900 



, 1900 

, 1900 

5. 1899 
1, 1900 

, 1900 

, 1900 

, 1900 

, 1900 



June 
Sept. 



15, 



1893 
1900 

, 1900 

, 1900 

18, 1894 
, 1900 

, 1900 

' 1900 
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— Origii 
Grade 



nal Appointment ^ , Promotion- 



Name. Grade. Date. Grades. Dates. 



68. Reinhardt. Geo. 

C 


Fireman 


Nov. 


8, 1889 


69. Ford, Edward . 


Fireman 


Dec. 


20, 1886 


70. Woods, Thos. S. 


Fireman 


Jan. 


21, 1892 


71. Ward, Chas. J. 


Fireman 


April 


24. 1887 


72. Bowen, Wm. P. 


Fireman 


Dec. 


30, 1888 


73. Coyle, Pat. H. 


Fireman 


Nov. 


15， 1894 


74. Klein, Geo. J . . 


Fireman 


May 


1892 


75. William son, 
Lindsay .... 


Fireman 


Feb. 


7, 1873 


76. McGowan, Thos. 
J. .... ….. 


Fireman 


Mar. 


ii, 1888 


77. Sherry, Thomas 
7 A. 


Fireman 


May 


3， i875 


78. Hennessy, Jos- 
eph F 


Fireman 


Feb. 


is, 1897 


79. Sweeney, Ed- 


Fireman 


Nov. 


15, 1894 


80. Moore, J as. T. 


Private 


Nov. 


11, 1883 


01. Mcr.voy, Kobert 


Fireman 


May 


1, i8g5 


82. McGrath, Thos. 
J 


Fireman 


April 


24, 1887 


83. O'Neill, John E. 


Fireman 


Feb. 


10， 1890 


84. Foley. James. . 


Fireman 


Mar. 


1, 1893 


85. K r a t c h v i 1, 


Fireman 


May 


12, 1892 


86. Walsh, John F. 


Fireman 


Mar. 


16, 1 891 


87. Hitman, John 


Fireman 


June 


I, 1887 


88 Convey, James 


Fireman 


Dec. 


23, 1888 


89. Kractzer, Henry 


Fireman 


1, 1893 


90. Byrnes, James J. 


Fireman 


Feb. 


10, 1890 


91. F r c d c n b erg, 


Fireman 


Aug. 


10, 1890 


92. Irving, George 


Fireman 


May 


12, 1892 


93. Dunn, George . 


Fireman 


Feb. 


I， 1896 


94- McCarthy, 
William H.. 


Fireman 


Dec. 


23. 1888 


95. Corr, John H. . 


Fireman 


May 


4, 1894 



Assistant Foreman Sept. 1， 1900 

Assistant Foreman Sept. 1， 1900 

Assistant Foreman Sept. 1, 1900 

Engineer of Steamer April s, 1889 

Assistant Foreman Sept. 1, 1900 

Engineer of Steamer June 7, 1889 

Assistant Foreman Sept. 1, 1900 

Assistant Foreman Sept. 1, 1900 

Assistant Foreman Oct. 1, 1900 

g Assistant Foreman June 8,1901 

Assistant Foreman Jan. 1, 190 夏 

Assistant Foreman Jan. 1, 1901 

Assistant Foreman Jan. 1, 1901 

Assistant Foreman Jan. 1, 1901 

Assistant Foreman Jan. 1， 1901 

Assistant Foreman Jan. 1, 1901 

Assistant Foreman Jan. 1, 1901 

Assistant Foreman Jan. 1, 1901 

Engineer of Steamer May 1, 1898 

Assistant Foreman Jan. 1, 190】 

Assistant Foreman April 2, 1901 

Engineer of Steamer Aug. 10, 1896 

Assistant Foreman May i, 1901 

Assistant Foreman June 8, 1901 

Assistant Foreman June 8, 1901 

Engineer of Steamer Aug. 10, 1895 

Assistant Foreman June 8, 1901 

Assistant Foreman June 8, 1901 

Assistant Foreman June 8, 1901 

Assistant Foreman June 8, 1901 

Assistant Foreman June 14， 1901 

Assistant Foreman Aug. 1, 1901 

Assistant Foreman Aug. 1, 1901 



g. Retired as first grade Fireman; reinstated as Assistant Foreman by Superme Court. 
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Name. 



-iginal Appointment \ 

Grade. Date. 



Grades. 



-Promotion- 



Dates. 



96. McCartic, Chas. 


Fireman 


April 


"， 


1894 


97- 


Schuster, Will- 


Fireman 


May 


"， 


1892 


98. Connelly, Joseph 


Fir6msn 


Jan. 


26, 




99- 


Bundrick, Chas. 


Fireman 


Dec 




1894 


100. 


Doolcy, Jos. A. 


Fireman 


July 


3> 


189S 


IOI. 


Quaid, George. 


Fireman 


April 15, 


1888 


102. 


Williams, Will- 


Fireman 


April 


22, 


i894 


103. 


Donovan, Jos. 


Private 


May 


24, 


1883 


104- 


Scncrb, Henry 


Fireman 


Mar. 




189^ 


105. 


Lenihan, Pat- 


Fireman 


July 


10, 


1893 


106. 


Con way, John F. 


Fireman 


Mar. 




1893 


107. 


Regan, Jas. A. 


Fireman 


July 




1895 


108. 


Tompkins, Wal- 


Private 


Oct. 


34, 


1882 


109. 


Flynn, James.. 


Fireman 


Jan. 


8, 


1895 


no. 


Paul, Robert.. 


Fireman 


Mar. 






III. 


Sullivan, Henry 


Fireman 


Mar. 


6, 


1891 


112. 


Fillhardt, Geo. 
W 


Fireman 


Dec 




1888 


II3. 


McCue y Thomas 


Fireman 


Jan. 




1890 


114. 


King, Thomas, 


Private 


Dec. 


14* 


1881 


IIS. 


Link, John H. 


Fireman 


Feb. 




1891 


1x6. 


Craco, Louis A 


Private 


Feb. 


13, 


1882 


"7- 


Ruckholdt f 
Robert C. .. . 


Fireman 


May 




1892 



Assistant Foreman . . . 

Engineer of Steamer. 
Assistant Foreman . . . 



Engineer of Steamer. 
Assistant Foreman . • • 



Assistant Foreman . 
Assistant Foreman . 

Assistant Foreman . 

h Enginccr of Steamer. 

Assistan ― 



Foreman . 
Foreman . 



Engineer 
Assistant 

Assistant 

Assistant 

Assistant 
Assistant 
Assistant 

Engineer 



of Steamer. 
Foreman . • • 



Foreman • 
Foreman . 



Foreman • 
Foreman . 
Foreman . 



ngu 

ssisi 



Engineer 
Assistant 



of Steamer. 
Foreman . . . , 



of Steamer. 
Foreman . . . 



Aug. 


'， 


1901 


Aug. 




1901 


Feb. 
Aug. 


S, 


1897 
1901 


June 
Aug. 


6, 
i f 


1899 
19OX 


Sept. 


'' 


190X 


Oct. 


1， 


1901 


Dec 


1, 


1901 


Tunc 
Dec. 


7. 


1899 
1901 


Dec. 


1. 


1901 


Feb. 
Dec. 


'5. 


1896 
1901 


Aug. 


"， 




Aug. 


15, 


190a 


Aug. 


22, 


190^ 


Aug. 


22, 


190^ 


Aug. 




1902 


Sept. 
Nov. 


8, 
IS, 


1900 
1902 


wov. 




1899 
1902 



Assistant Foreman Nov. 15, 190a 



118. Haggerty, Dan. Private 



April 8, 1884 



Assistant 
Assistant 
Assistant 



Engineer 
Assistant 

Engineer 
Assistant 



Foreman . 
Foreman. 
Foreman • 



of Steamer. 
Foreman . . , 



of Steamer. 
Foreman . . . 



Jan. 1, 1 90 j 
June 6， 190a 
June 6, 1 90 J 

Jan. 1, 1894 
July u t 190a 

June 4, 1893 
July 2i f 190a 



h. Reduced to Fireman first grade on own application, January 1, 1901. 
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Report of the Chaplains for the Year Ending December 31, 1902. 

Hon. Thomas Sturgis, Fire Commissioner: 

Sir 一 The Chaplains of the New York Fire Department submit the 
following report as indicative of their special work for the year 1902. Both 
Chaplains were present at all the great fires, as well as many first and second 
alarm blazes. Many fourth alarm fires called them over the bridge to 
Brooklyn, where they were of service in caring for injured men on more 
than one occasion. 

The appointment of Chaplains for the borough of Brooklyn was felici- 
tous, and the wisdom of the appointments will no doubt be soon attested. 
We extend a hearty welcome to our confreres and wish them every success. 

Our work in the Department falls into two divisions : that born of emer- 
gency at fires, and that which is of leisure, visits at the houses. At fires 
the Chaplains have been of service in. caring for many minor cases of injury, 
exhaustion and suffocation from smoke. In graver cases the removal of 
the injured to the hospitals has been expedited and the patient attended until 
he was treated and put to bed. On several occasions it has been the 
work of the Chaplains to see that the dead were properly handled and 
treated with respect. It is needless to remark that the Firemen are espe- 
cially careful at such times. 

It is the pleasure of the Chaplains to bear testimony to the constant and 
instant care bestowed upon the men by the Ambulance Surgeons of the 
various hospitals of the City. These doctors deserve the gratitude of the 
Department. 

Commendation of the hospitals themselves, as well as the Surgeons, 
should be made. And it is worthy of note that we have not heard a single 
complaint from the many men whom we have often visited, about inatten- 
tion or ill usage. 

Especial mention ought to be made of Roosevelt Hospital and the 
Sturgis Ward of Bellevue. 

The presence of the Firemen's coffee wagon at fires has been a boon not 
easily overrated. Whenever it was deemed expedient the call was made 
and a quick response brought the hot coffee. We beg leave to acknowl- 
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edge, in the name of the Firemen and Policemen, their gratitude to the 
Church Temperance Society for their most acceptable and timely bounties. 
The kindly interest of Mrs. Thomas Sturgis made possible the building of a 
second wagon for this special work. 

The Chaplains have also been of service at the several disasters during 
the year. 

Besides the work of emergency there is the distinctly pastoral. Of this 
littli can be reported because of the personal and sacred character of the 
relation between pastor and man. 

The Chaplains are visited by the men for various ends, and the men are 
visited in their homes, their fire houses and at hospitals, by the Chaplains. 

Once a week it is the purpose of the Chaplains to visit, officially, a bat- 
talion. At the houses an address is made by each and the men are urged 
to higher and nobler attainments in the spiritual life. 

It is manifestly impossible to measure the work of the Chaplains by 
statistics. It is enough to report that they are ready, in season and out 
of season, to serve the men of the New York Fire Deparment. Acknowl- 
edgment is made of the unfailing courtesy of the men and their officers 
on every occasion, making thereby the work a pleasure and the interests 
of the men their joy. 

Respectfully submitted, 

WM. ST. ELMO SMITH, 

CHARLES THOMAS WALKLEY, 



Chaplains. 
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Bureau of Combustibles. 

report for the boroughs of manhattan, the bronx and richmond 
for the year ending december 31, i902. 

Hon. Thomas Sturgis, Fire Commissioner: 

Sir ― I have the honor to submit herewith the report of the operation 
of this Bureau, boroughs of Manhattan, The Bronx and Richmond, for 
the year ending December 31, 1902 : 

Blasting operations aggregating about 1,100 separate and distinct jobs 
were conducted under permits issued by this Bureau throughout the terri- 
tory embraced in the boroughs covered by this report during the past year. 

Examinations were held during^ the same period of eighty-five persons 
as to their qualifications and general fitness for the preparation and use of 
dynamite for blasting purposes, sixty-five of whom met the test successfully; 

There are now on our books the names of 482 qualified blasters. For 
the sale of high explosives twelve permits are now in force ； for their trans- 
portation nineteen were issued during the past year. 

Samples of kerosene oil to the number of 588 were collected by em- 
ployees of the Bureau from the various stores in the three boroughs for 
test as to conformity with the required standard of excellence. 

Nine thousand two hundred and forty-eight special surveys were made 
to determine the fitness of premises for the storage of combustibles or ex- 
plosives, more than twice the number made during 1901. 

One thousand two hundred and sixty-four complaints by citizens of viola- 
tions of the Combustibles Laws were investigated by employees of the 
Bureau and the cause of complaint removed. 

In the boroughs of Manhattan and The Bronx there are 48 licensed 
wholesale drug establishments, the proper adjustment of whose stock has 
required a considerable measure of the time and attention of the Inspector 
and his subordinates ； and with so much care has this been done that it is 
now considered that the minimum of risk has been attained' in this impor- 
tant matter. 

As regards retail drug stores, workshops and factories, the average 
number of visits necessary to complete a survey has been five. 
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During the period covered by this report, the various theaters in th« 
several boroughs have been regularly and systematically visited and in- 
spected and their condition in the matter of the storage of rubbish and 
unused scenery has exhibited a marked improvement as compared with that 
of former years. 

The aggregate amount of receipts from the issuance of licenses and 
permits and the collection of penalties was $47,081, a decrease as compared 
with the preceding years of less than $100. As compared with 1901, there 
has been a decrease of 75 in the number of licenses issued for the sale of 
kerosene oil at retail, and of 92 in the number of the permits granted for 
the sale of fireworks at retail, but the loss from these sources has been coun- 
terbalanced by the increase in revenue derived from other classes of permits. 
Respectfully submitted, 

GEO. E. MURRAY, Inspector of Combustibles. 

Operations Under the Lazvs Regulating the Storage of Combustibles and 

Explosive Material, etc. 



Selling kerosene oil without license. . . 6 397 403 382 

Chimney fires 70 296 366 

Hoistways found open after conclusion 

of business 11 27 38 

Lights unprotected 45 45 45 

Want of tire extinguishing appliances. . •• 4 4 4 

Combustible material in excessive 

quantity 7 251 258 20a 

Kerosene or naphtha, etc., in exces- 
sive quantity 6 68 74 

Fireworks, chemicals, matches, etc., 

kept without permit 2 83 85 

Powder, etc" improperly stored, 

transported, etc 21 21 

Hay, straw, cotton t rags and other 
vegetable fibre stored in excessive 
quantity 2 2 

Total X02 "194 1,296 



Si 
52 



56 



13 



106 41 347 19 
6 26 36 2 



258 
74 
85 



746 135 304 112 67 1,264 



Complaints of Violations, etc. 



Disposition. 



■I 06 1 *It, <UWQ Me^c£ 



uo〕 



.OM Co P9ndc603 

70 fssod 
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Special surveys made to determine the fitness of premises for the storage 
of combustibles or explosive material, 9,248. 
Special surveys of places of amusement, 71. 
Samples of kerosene oil collected and tested, 588. 

Money Received for Licenses and Permits Issued, Penalties Collected, Sale 
of Explosives, etc" Seised, etc. 

3,577 Kerosene oil licenses issued at $10 $35,77。 00 

51 Powder licenses issued at $5 255 00 

1,933 Special permits issued at $2 3,866 00 

8 Wholesale fireworks permits issued at $20. . 160 00 

385 Retail fireworks permits issued at $5 1,925 00 

22 Kindling fire in street permits issued at 50 

cents …、 II oo 

161 Permits to use and keep explosives in hand 

magazine issued at $10 1,610 00 

6 Permits to use and keep explosives in main 

magazine issued at $25 150 00 

13 Permits to sell explosives issued at $25 325 00 

19 Permits to transport explosives issued at $1 . 19 00 

2 Manufacturers of fireworks permits at $100. 200 00 

200 Special permits issued at $5 1,000 00 

45 Special permits issued at $10 450 00 

7 Special permits issued at $20 140 00 

Total for licenses and permits $45,881 00 

200 Penalties for chimney fires at $5 $1,000 00 

4 Penalties for hoistways left open at $50 200 00 

Total for penalties 1,200 00 



Total received and turned over to the Relief 

Fund $47,081 00 
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Bureau of Fire Marshal. 

report for the boroughs of manhattan, the bronx and richmond, 
for the year ending december 31, i902. 

Hon. Thomas Sturgis, Fire Commissioner: 

Sir ― I respectfully forward herewith annual report of this Bureau for 
the year 1902. 

The report shows that the number of fires 'in the boroughs of Manhattan. 
The Bronx and Richmond for the year was 5,839* divided as follows : 



Borough of Manhattan, number of fires 5,270 

Borough of The Bronx, number of fires 370 

Borough of Richmond, number of fires 199 

Total 5A39 



Total loss to buildings and contents during the year 1902 $4,510,982 00 

Average loss per fire 773 00 



During the preceding year there were 5,743 fires, as follows: 

Borough of Manhattan, number of fires 5,112 

Borough of The Bronx, number of fires 404 

Borough of Richmond, number of fires 227 

Total 5,743 

Total loss to buildings and contents during the year 1901 .... $5,883,526 00 
Average loss per fire 1,024 47 



A recapitulation of the figures shows an increase of 96 fires for the year 
1902 over the year 1901, and a decrease in the total loss for the year 1902, 
as against the year 1901, of $1,372,544; and a decrease of the average loss 
per fire for the year 1902, as against the year 1901, of $251.47. 

Number of complaints of violations of law and dangerous conditions 
in buildings, etc., received, 552. 
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Disposition 一 

Orders issued 449 

No cause for complaint 、 87 

Referred to other departments 16 

Total 552 

Causes removed and orders complied with 414 

Cases pending 35 

Total 449 

Number of witnesses examined in felation ot fires, etc 609 

Number of letters written 592 

Xiimber o? persons arrested in cases of suspected incendiarism, Jan- 
uary 1, 1902, to December 3" 1902, inclusive 35 

Cases pending December 31, 1901 6 

Total 41 

Disposition ― 

Dismissal by Magistrates and Judges Court of General Sessions . ... 15 

Acquitted by juries 3 

Indictment dismissed 1 

Grand Jury failed to indict 3 

Adjudged to be insane and sent to asylums 3 

Pleaded guilty, convicted and sentenced 15 

Cases pending December 31, 1902 1 

Total. 41 



I forward herewith, for the purpose of comparison, tables containing 
the number of persons arrested in cases of suspected incendiarism for the 
previous year, 1901, as follows : 

Number of arrests 33 

Dismissals and discharges 21 
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Failed to indict and acquittals 4 

Death pending trial I 

Conviction I 

Cases pending December 131, 1901 •• • • 6 



Total.... 33 



In addition to the routine work of the office, pursuant to your instruc- 
tions, special inspections and examinations were made by me for the purpose 
of determining just what standpipes, hose, nozzles, fire appliances, etc., 
were required in certain buildings, under the provisions of section 762, 
chapter 466, Laws of 1901 (the Greater New York Charter), and sections 
102, 103, 104, 108 and 109 of the Building Code. 

The following buildings were regularly visited, inspected and examined 



by the Fire Marshal during the year 1902 : 

Theatres 16 

Apartment houses 10 

Business and office buildings 24 

Hospitals 15 

Hotels 5 

Asylums * 6 

Academy 1 

Almshouses, hospitals, institutions, etc 42 



Total examinations and inspections 1 19 



Special reports were forwarded to your office containing the results of 
each examination, with such recommendations, etc., as were necessary to 
cover conditions in each case. In addition thereto, the question of proper 
fire appliances for all public schools in the boroughs of Manhattan, The 
Bronx, Richmond, Brooklyn and Queens was taken up and disposed of. 

Respectfully submitted, 



THOMAS F. F'REEL, Fire Marshal. 
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Losses axd 

Borough of Manhattan 

• January. February. Marcli. April. M«y. 

Estimated Loss ~~ 
Insured and Uninsured. 

Oh buildings &nd vessels $258,019 $930,912 $150,160 $48^947 $69,322 

On contents 251,643 398,116 313,262 "4,423 476,686 

Total $509,662 $729,028 $463,422 $163,370 $546,008 

Estimated Insurance ^ • 

On buildings and vessels $12,285,700 $11,336,650 $14,543,035 $10,710,962 $8,389,275 

On contents 3,594i075 3,3^7> l SO 3,022,143 2,378,975 4,052,030 

Total $15,879,775 $14,663,800 $17,565,178 $13,089,937 $12,441,305 

Estimated Uninsured Loss » 

On buildings and vessels $1,930 $201,185 $593 $1,647 $5,759 

On contents 24,138 272,726 5,653 9,715 13,371 

Total 率 36,068 $473>9H $6,246 率 11,362 $19,121 

Average loss per fire $954 $i>554 $1,001 $374 $1,135 

Number of fires 534 469 463 437 481 
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Insurance. 



for the Year 1902. 



June. 


July. 


August. 


September. 


October. 


November. 


December. 


Year. 


$60,813 


$60,143 


$90.936 


$40,269 


$67,517 


$129,061 


$163,290 


$1,469.389 




117,800 


115,842 


134,244 


158,436 


218,934 


251,346 


2,689,258 


$199,339 


$177,943 


$306,778 




$"5»953 


$347,995 


$414,636 


$4,158,647 


$7,631,900 


$9,018,800 


$8,898,500 


$7,242,875 


$10,091,669 


$8,974,275 


$15,407,075 


$124.590,716 


2,607,650 


2,193,825 


2,208,530 


2,379,145 


2,409,870 


1,512,531 


3,484,875 


33,170,799 


？ 10,239,550 


$11,212,625 


$11,107,030 


$9,622,020 


$",501,539 


$10,486,806 


$18,951.950 




$1.725 


零 11, 180 


$1,865 


$370 


$825 


$76.060 


$2,060 


$305.190 


11,466 


i8»975 


4,883 


3,269 ' 


7,892 


10,581 


17.312 


399,98' 




$30,155 


$6,748 


,3,639 


$8,717 


$86,641 


$19.373 


$705,171 


$464 


$396 


$568 




$582 


$844 


$816 


$789 


430 


440 


364 


335 


388 


412 


508 


5,270 
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Borough of The Bronx 



January. February. March. April. May. 



Estimated Loss 一 

Insured and Uninsured. 







$7,855 


$5,740 




？ i，77。 


$3.963 






9i345 


8,105 






3,040 


Total 


$8,823 


$17,200 


$13,845 




^3,090 


$7,603 


Estimated Insurance ~~ 


















$446,025 


$165,150 




79.7O0 


$138,000 






55"400 


53.100 




38,500 


36.300 






$997.425 


$"8,350 




； 18,200 


$174,300 


Estimated Uninsured Loss 一 
















.... $75 


$300 


$4,725 






$653 




• ... 608 


150 


1,610 




lO 




Total 


• … $68 3 


$450 


$6,335 




$10 


$738 




$294 


$So6 


$420 




$119 


$2/2 






36 


33 




26 


28 



for the Year jpo^. 



June. 


July. 


August. 


September. 


October. 


November. 


December. 


Year. 


$9,464 


$6,863 


$9,325 


—— -一 

$1,765 


$2,625 


$520 


$i,76s 




15,120 


i t 6oi 


11,910 


2,900 


6.975 


995 


2,075 


69.504 




$8,464 


$21,235 


$4i66s 


$9»6oo 


$i.SI5 


$3.840 


$124,464 


$541,850 


$4x0,300 


$1,127,050 


$143,300 


$608,200 


專 1 99,Soo 


$333.000 


$4.4^975 


25,300 


65*400 


312,300 


24,100 


30,000 


14,000 


84,050 


i ,269,050 


$567,150 


$475,700 


$1,439,35。 


$167,400 


$644,800 


"13,500 


$407,050 


$5»738,025 


$4,200 




$300 


$205 










6,020 


105 




910 


55 


205 


135 


9,893 


$10,220 


$2,630 


$300 




$55 




$135 




$848 


$229 


$663 


$212 


$369 


$61 


$83 


$336 


29 


37 


33 


22 


26 


*5 


46 


370 
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Borough of Richmond 



January. February. 



March. 



April. 



May. 



Estimated Los9 ~~ 
Insured an 1 Uninsured. 

On building and vessels $6,005 $5,800 

On contents 2,968 3' 78c 

Total $8,973 $9,58o 

Estimated Insurance ― 

On buildings and vessels $49,600 $3S"50 

On contents 26,700 17,000 



$23,983 
37.o6s 

$61,047 



$79,907 
13,165 

$93，o72 

$59>935 
8,565 



$662 
413 

$1.075 

$16,450 
3,5oo 



Total $76,300 $52,150 $288,050 $68,500 S19.950 

Estimated Uninsured Loss ― 

On buildings and vessels $103 $1" $64,290 S45 

On contents 188 $300 350 11,1^5 338 



Total %2Qi $30© U62 $75>4i5 $383 

Average loss per fire $437 $958 |a,a6i $3*3^4 $98 

Number of fires ax 10 27 -8 n 
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for the Year 1902. 



June. 


July. 


August. 


September. 


October. 


November. 


December. 


Year. 


$3,230 


$2,034 


$597 


$941 


• 

$308 




$15.370 


$151,166 


"115 




007 


0,190 




4» oxo 


»»575 


76,70$ 


$4,345 


$3,664 


$1,204 


$7.131 


$495 


$16,340 


$31.945 




$14,500 


$53>375 


$11,5^5 


$41,525 


$107,100 




?34.«oo 


$608,510 


4,900 


75.400 


".70S 


88,500 


i5»30O 


5,870 


15,70。 


398,390 


$19,400 


$128,775 


$23,230 


$130.025 


$122,400 


$28,220 


$49.900 


$1,006,900 


$50 


$20 


$60 


$13 




$400 


$50 


$65,143 


45 


215 




35 


$150 


610 




13.S88 


$95 


$235 




$48 


$150 


♦1,010 


$50 


$78,731 


$362 


$121 


$86 


$648 




$1,080 


$1,829 


韋 I,14S 


12 


22 


14 


II 


x6 




12 


199 
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Boroughs of Manhattan, The Bronx 



January. February. 



March. 



April. 



May. 



Estimated Loss- 
Insured and Uninsured. 
On buildings and vessels. . . 
On contents 



$267,329 
260,129 



$344,567 
411,241 



358,432 



$130,624 



$73,947 
48o,739 



Total $5",458 $755.8o8 $S38,3i4 $259,532 $5^4,686 

Estimated Insurance 

On buildings and vessels $12,522,200 $11,817,825 $14,870,985 $10,950,597 $8,543,725 

On contents 3,648,775 3*895,550 3,200,493 2,426,040 4,091,830 

Total $16,170,975 $i5»7i3»375 $18,071,478 $13.376,637 $",635,555 

Estimated Uninsured Loss ― 

On buildings and vessels $2,108 $201,485 $5,430 $65,937 $6,448 

On contents 24,934 273,176 7,613 20,850 13,794 



Total $27,042 $474,661 $13,043 $86,787 $20,242 

Average loss per fire $902 $1,468 $1,029 $528 $1.067 

Number of fires 585 515 523 491 $ao 
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and Richmond for the Year 1^02. 



July. 



August. September. October. November. December. Year. 



$73,507 



$69,040 
120,031 



$228,268 



189,071 



$100,858 $42»975 



$70,450 $141,9" 



$229,217 $186,309 $236,048 $365,850 



$180,425 $i，675,SiS 
259,996 2,835,467 



$440,421 $4,5 1 0,98a 



$8,188,250 $9,482,475 
2,637,850 2,334.625 



$10,037,075 $7,427,700 
2,532*535 a»49i,745 



$10,806,969 
2,461,770 



1,532,401 



15,824,275 辜 129,668,201 
5,584,625 34,838,239 



$10,826,100 $11,817,100 $12,569,610 $9，9i9'445 $13.268,739 $10,728,526 $19,408,900 $164,506,440 



$5.975 
17,531 



$I3»72S 



$23,506 



$485 
471 



$588 
4.214 



$3 7« 
508 



$7,34。 
$559 



$8a 5 
8,097 
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$76,460 



$8,9" 

$549 
430 



$2,110 
17,447 



$87,856 

• $8o 9 
452 



$19.557 $806,778 



$778 
566 



$773 
5,839 
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Extent of Loss 
Borough of Manhattan 



January. February. March. April. May. June. 



Nominal 
Between 
Between 
Bcwteen 
Between 
Between 
Between 
Between 
Between 
Between 
Between 
Between 
Between 
Between 
Between 
Between 
Between 
Between 
Between 
Between 
Between 
Between 
Between 
Between 
Between 
Between 
Between 
Between 
Between 
Between 
Between 
Between 



or less than $10. 

$10 and $50 

$50 and $100 

$100 and $1,000. . . 
$1,000 and $5,000 
$5,000 and $10,000 
$10,000 and $20,000 
$20,000 and $30,000. 
$30,000 and $40,000. . 



$40, 
$50, 

$6' 
$70 
$8o ; 
$90 



,ooo and $50,000. . 
000 and $60,000. . 
000 and $70,000. . 
,000 and $80,000. . 
000 and $90,000. . 
,ooo and $100,000. 



$100,000 


and 


$125,000.. 


$125,000 


and 


$150,000. . 


$150,000 


and 


$175.000. . 


$175,000 


and 


$200,000. . 


$200,000 


and 


$225,000. . 


$225,000 


and 


$250,000. • 


$250,000 


and 


$273,000. . 


$275,000 


and 


$300,000. • 


$300,000 


and 


$3SO,ooo.. 


$350,000 


and 


$400,000. • 


$400,000 


and 


$450,000. . 


$450,000 


and 


$500,000. . 


$500,000 


and 


$600,000. • 


$600,000 


and 


$700,000. . 


$700,000 


and 


$800,000. • 


$800,000 


and 


$900,000. . 


$900,000 


and 


$1,000,000 



Total . 



156 


136 


156 


144 


182 


156 


102 


116 


93 


xo6 


124 


112 


62 


39 


49 


4^ 


45 


32 


170 


133 


128 


"7 


93 


94 


32 


36 


20 


22 




25 






13 




6 


6 


6 


























I 











534 



469 



463 



481 



430 
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at Fires. 

for the Year 1^02. 



Percentage to 

Whole No. Loss Less Number 
July. August. September. October. November. December. Year, of Firca. Than. of Fire*. 



174 


140 


143 


167 


176 


x66 


1,896 


36 






127 


89 


80 


100 


9S 


128 


1,271 


«4 


$50 




39 


44 


44 


3T 


40 


57 


5^4 


10 


100 


3,691 


8z 


65 


48 


67 


69 


116 


1,181 




1,000 


4.872 


22 


18 


IS 


14 


21 


26 


"5 




5,000 


S,i47 












10 


61 




10,000 


5,aoS 














31 




20, OOO 


S'239 














9 




30,000 


S.248 


















40,000 
sc.ooo 


5.257 



70, 
8o ; 
90, 

100, 

"5. 



275 

300, 



450 

500, 
6oo, 
700, 
8oo, 
900, 
1,000, 



449 364 335 388 4« 508 5,370 
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Borough of The Bronx 







January. February. 


March. 


April. 


May. 


June. 


Nominal 


or less than $10 


8 8 


13 


9 


12 


x6 


Between 


$10 and $50 


. . . . 11 10 


7 


9 


7 




Between $50 and $100 


•••• 2 4 


3 




3 


2 


Between 


$100 and $1,000 


6 10 


7 


s 


4 


3 


Between 


$1,000 and $5,000 


.... 3 3 


2* 




2 


2 


Between 


$S,ooo and $10,000 


i 








… 


Between 


$10,000 and $20,000 












Between 


$20,000 and $30,000 












Between 


$30,000 and $40,000 












Between 


$40,000 and $50,000 












Between 


$50.000 and $60,000 












Between 


$60,000 and $70,000 












Between 


$70,000 and $80,000 












Between 


$80,000 and $90,000 












between 


$90,000 and $100,000. . . . 












Between 


$100,000 and $125,000. . . . 












Between 


$125,000 and $150,000. . . . 












Between 


$150,000 and $175*000. . . . 












Between 


$175,000 and $200,000. . . . 












Between 


$200,000 and $225,000. . . . 












Between 


$225,000 and $250,000. . . . 












Between 


$250,000 and $275,000. . . . 












Between 


$275,000 and $300,000 … . 












Between 


$300,000 and $350,000 












Between $350,<y>o and $400,000. . . . 












Between 


$400,ooo and $450,000 












Between 


$450,000 and $500,000. . . . 












Between $500,000 and $600,000 …- 












Between 


$600,000 and $700,000. . . . 












Between 


$700,000 and $800,000 . . . . 












Between 


$800,000 and $900,000. . . . 












Between 


$900.000 and $1,000,000. . . 


















33 


26 




«9 
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for the Year jpo2. 



Percentage to 



itage ― 

Whole No. Loss Less Number 



July. August. September. October. November. December. Year, of Pirca. 



)ss i,es 
Than. 



> an. of Fires. 



15 



8 8 



143 


39 




• … 


89 


24 


$50 


23， 


30 


8 


100 


26a 


'81 


22 


1,000 


343 


20 




S.ooo 


3§3 






10,000 


368 






20,000 


37。 






30,ooo 






-- 


40,000 


…. 






50,000 








6o,ooo 




… 




70,000 








80,000 








90,000 


.... 


• • • 




100,000 
125,000 


' ' # ' 
* * " ' 


• • • 

• • • 


* * 


150,000 
175,000 
200,000 


* * * ' 

# * * * 
" * ' • 






225,000 
250,000 
275,000 








300,000 
350,000 
400,000 








450,000 
500,000 








6oo f ooo 








700,000 








800,000 








900,000 








1,000,000 





3» 



«6 2$ 46 $T0 
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Borough of Richmond 



January. February. March. April. May. June. 





- 2 


1 


8 


2 


5 


3 


Between $10 and 


$50 




4 


3 


12 


3 


5 


Between $50 and 




•• 1 


3 


3 


3 


3 












7 


… 


1 




' 2 


1 


2 


3 


… 


1 


Between $5,000 and $10,000 


- … 


1 


2 


… 


… 




Between $10,000 


and $20,000 


• … 


… 


1 


… 


… 


… 


Between $30,000 


and $30,000 


- … 


… 


1 


… 


… 


… 


Between $30,000 


and $40,000 


- … 


… 


… 


… 


… 


… 


Between $40,000 


and $50,000 


• … 




… 


… 


… 


… 


Between $50,000 


and $60,000 


• … 


… 


… 




… 


… 


Between $60,000 


and $70,000 




… 


… 


… 


… 


… 


Between $70,000 


and $80,000 


- … 


… 


… 


… 


… 


… 


Between $80,000 


and $90,000 





… 


… 


1 


… 


… 


Between $90,000 


and $100,000 









… 


… 


… 


Between $100,000 


aAd $125,000 





… 


… 


… 


… 


… 


Between $125,000 


and $150,000 


• … 




… 


… 


… 


… 


Between $150,000 


and $175,000 


• • - … 


… 


… 


… 


… 


… 


Between $175,000 


and $200,000 





… 


… 


… 


… 


… 


Between $200,000 


and $225,000 














Between $225,000 


and $250,000 














Between $250,000 


and $275,000 














Between $275,000 


and $300,000 














Between $300,000 


and $350,000 














Between $350,000 


and $400,000 














Between $400,000 


and $450,000 














Between $450,000 


and $500,000 














Between $500,000 


and $600,000 














Between $600,000 


and $700,000 














Between $700,000 


and $800,000 














Between $800,000 


and $900,000 














Between $900,000 


and $1,000,000 















Total 



21 10 »7 28 XI " 
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for the Year 1902, 



Percentage to 

Whole No. Loss Less Number 
July. August. September. October. November. December. Year, of Fires. Than. of Fires. 



6 


62 


31 






3 


50 




$50 


112 




'23 




100 


135 


2 


40 


20 


1,000 


"5 




17 




5,000 


192 




3 




10,000 


195 




1 




20,000 


X96 








30,000 


198 




… 




40,000 










50,000 










60,000 










70,000 


• ••• 








80,000 










90,000 


190 








100,000 
125,000 


• ••• 








1 50,000 
175,000 


• • • • 








200,000 










225,000 
250,000 










275.000 
300.000 










350.000 










400.000 
450.000 










500,000 
600,000 










700.000 

800,000 










900,000 










i ,000.000 





16 



IS 



199 
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Boroughs of Manhattan; 
Causes and Estimated Losses by Fires 



Causes. 



Alcohol, tar, pitch gum, oils, paints, etc., igniting on stoves, gaslights, etc 

Ashes (hot) igniting woodwork, etc • 

Bonfires (sparks from) 

Chimneys, fireplaces, flues (defective), grates, etc. (heat from, etc.) 

Candles and tapers (carelessness with) 

Children playing with fire, matches, etc 

Cigars, cigarettes, pipes, etc. (smoking of) : 

Chemicals, explosives, etc. (igniting and explosion of) 

Christmas trees (ignition of) •• 

Electric cars (defective fuse) 

Electric lights, wires, etc. (sparks from, or defective) , 

Explosion and ignition of kerosene, naphtha, benzine, gasoline, etc 

I ; i reworks * 

Friction of machinery 

Fumigating (rooms, etc.) with sulphur 

Gas (explosion of escaping) 

Gas lights igniting merchandise in stores, show-windows, woodwork, etc 

Gas stoves, ranges, radiators, etc. (explosion of, or heat from igniting woodwork, etc 

Hot air pipes igniting woodwork, etc , 

Incendiarism 

Kerosene oil (used in starting stove fires) 

Lamps, kerosene, gasoline, etc. (falling, breaking, upsetting, heat from, etc.) 

Lamps, kerosene, gasoline, etc. (explosion of) 

Lightning: striking structure's and igniting same 

Lime (slaking of) 

Matches (carelessness in the use of) , 

Matches gnawed by rats or mice and igniting buildings, materials, etc , 

Meats, fat, glue, etc., igniting on stove' 

Mctats (hot) igniting woodwork, merchandise, etc 

Mischief (malicious) 

Vot ascertained 

Rekindling of previous firca , 



143 

The Bronx and Richmond. 

for the Year Ending December 31, 1^02. 

Manhattan and 

Manhattan. Bronx. The Bronx— Total. Riclunond. Total. 

Fires. Loss. Fires. Loss. Fires. Loss. Fires. Loss. Fires." Loss. 



22 


$i»56o 


2 


$15 


24 


$1,575 


… 






?i»575 


20 


16,305 






20 


16,305 






21 


16,305 


55 


1.187 


7 


595 


62 


1,782 


6 


$2,200 


68 




359 


65,150 


21 


560 


380 


6S.7XO 


i8 


7,473 


39? 


73.183 


3" 


30.416 


1 


680 


334 


31,096 


s 


4SP 


339 


31.546 


245 


23,447 


18 


1,967 


263 




4 


804 


267 


26,218 


312 


21,871 


21 


7.945 


333 


29,816 


8 


572 


341 


30,388 


1 








1 




1 


200 


2 


200 


9 


2,345 


1 


125 


10 




… 




10 


2,470 


35 


1,194 


3 


10 


38 


1,204 


1 


So 


39 


1, 巧 4 


IOS 


4i»6oi 


9 


8,630 


"4 


50.231 


4 


6,810 


118 


57»04i 


75 


15,083 


5 


155 


80 


15.238 


3 


95 


83 


>5>333 


88 


4,58S 


8 


2»S73 


96 


7.IS8 


s 


1,009 


101 


8,167 


14 


26,425 


1 


5 


IS 


36,430 


1 




16 


26.430 


5 


1,360 






5 


1,360 






5 


1,360 


152 


10,844 


7 


162 


159 


11,006 


1 


40 


x6o 


11.046 


212 


25,018 


12 


8,780 


224 


33.798 


3 


98 


227 


33-8q6 


101 


15.060 


6 


425 


107 


15.485 






107 


15.485 


6 


i,97S 






6 


"975 






6 


1,975 


-27 


6,215 




20 


31 


6,235 






31 


6,235 


6 


670 






6 


670 






6 


670 


161 


35,275 


18 


4,933 


179 


40,208 


6 


»95 


185 


40.403 


42 


5,5" 






49 


5.797 






54 


5.869 






5 


4.556 




4,556 


6 


I.3XS 


11 


S.87I 




1,900 




10 




1,9x0 








1,910 


747 


23S.79I 


59 


13.670 


806 




M 


3,254 


8ao 






28,097 




275 


26 


28,372 






26 


28,372 


77 


6,615 




620 


8x 


7,^35 






8a 




15 








IS 


52,013 






15 


52.013 


12 


1,025 




500 


13 








13 




1, "8 




48 


45.635 


1,276 


3.236,985 




196,838 




3*433.823 




S.032 




25 




S.057 








5»057 
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Causes. 



Sparks from chimneys, stoves, stovepipes, etc i 

Sparks from locomotives, engines, etc 

Sparks from other fires , 

Steam pipes igniting beams or other woodwork 

Stoves, boilers, furnaces, stovepipes, heatcr-pipcs, etc. (heat from igniting buildings or m&terials) . • • 

Stoves, furnaces, grates, etc. (hot coals falling from) 

Stoves, kerosene, gasoline, etc. (exploding) 

Stoves, kerosene, gasoline, etc. (falling or upsetting) 、 

Spontaneous combustion of oily rags, etc 

Thawing out water or gas pipes with candles, etc 

Tramps, vagrants and others lighting fires in bushes, woods, vacant lots, unoccupied buildings, etc. . 

Tar pot boiling over in street and igniting 

Workmen, tenants or others burning rubbish in fireplaces incompleted 



Totals 
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Manhatt 
Fires. 



an. 

Los: 



Manhattan and 

Bronx. The Bronx— Total. Richmond. Total- 

Fires. Loss. Fires. Loss. Fires. Loss. Fires. Loss. 



132 


70,505 


10 


2,965 


1 42 


73,47。 


9 


l»35« 


"1 


74,"6 


41 


700 


18 


2,055 


59 


2,755 


10 


1,720 


69 


4.475 


8 


2,010 


… 




8 


2,010 


… 




8 


2,010 












525 








525 




154,583 


38 


11,170 


317 


165.753 


17 


"991 


334 


167,744 


34 


8,286 




100 


36 


Q ^OC 
0,300 




415 


40 


g，8oi 




25 




3,000 




3.025 




740 


8 


3,76s 


60 


6,5" 






62 


6.5 1 6 




23 


64 


6,539 


34 


37.015 




1,010 


39 


38,025 




130 


41 


38,155 


26 


1.485 




960 


29 


2,445 




15 


30 


2,460 


137 


459 


ii 


53 


148 


5" 


8 


6 


156 


5i8 


19 


612 






21 


612 






22 


612 




1,000 








1,000 








1,000 




$4,158,647 


370 


$124,464 


5.640 


$4,283,111 


199 


$"7,871 


5.839 


$4.510,982 
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Indictments and Convictions 



Name. 



-Description oi P< 
ARe. Color. 



Nativity. 



Occupation. 



Nature of Charge 
and Circumstances. 



Jacob Gordman, No. 279 29 
Delancey street 



White •• Russia Merchant 



. SettinR fire to building,^ No. 



bcr 14, 1900. 



avenue, Octo- 



Hcnry Pinuty, No. 307 43 
East Eighty-thxrd 



White 



Italy 



Barber Setting fire to building, No. 

307 East Eighty-third 
street, November 16, 1901. 





35 


White 


Italy 




. Setting fire to building, No. 
307 East Eighty-third 
street, November 16, 1901. 


6x7 Second avenue. . 


29 


White . . 


Austris . f . . . , 


Housewife • • 


. Setting fire to building. No. 
617 Second avenue, Octo- 


Abrsth&m D. Plcscr, No. 
106 Greenwich street . 




White . . 




Restaurant 
Keeper. 


SettixiK fire to building, No. 
• 106 Greenwich street, 


Jacob Kleinfield, No. 




White -. 




Restaurant 
Keeper. 


Setting fire to building, No. 
. 106 Greenwich street, 


William Gallagher, No. 
142 West One Hun- 
dred and Second 




White •• 


United States. 


Carpenter .. 


.Setting fire to building, No. 
420 West Forty-seventh 
street, January 14， 1902. . . 




X3 


Colored . . 


United States. 


Inmate of 
Asylum. 


Settine fire to Juvenile 
. Asylum, One Hundred and 
Seventy-sixth street and 
Amsterdam avenue, Decern- 


Josephine A. Wajzner, 
No. 3-7 East Sixty- 


47 


White .. 


United States. 


Housekeeper. .Setting fire to building. No. 

327 East Sixty-fifth street, 

K^Kruarv T. t An* 


Edward J. Farley, No. 
176 East Eighty- 


29 


White •• 


United State?. 


Elevator 
Attendant. 


Setting fire to building, 
• Broadway, Barclay and 
Vesev streets, Astor House, 


Donato Curcio, No. " 
Crosby street (rear) • 


25 


White .. 




Musician . . • 


.SettinR fire to rear building, 
Xo. 37 Crosby street, 


Julia Johnson, No. 628 
East One Hundred 
and Fiftv-ninth street. 


• 19 


Colored. . 


United States. 




•SettinR fire to building. No. 
2436 Morris avenue. The 


Samuel Wright, No. %2i 
West Twenty-seventh 




White .. 


United States. 


Schoolboy . . 


• Setting fire to building Nos. 
«?20 to 526 and 527 West 
Twcntv-sevcnth street. 


John Wright. No. 521 
West Twenty-seventh 


13 


White •• 


United States. 


Schoolboy . . 


.Setting fire to premises, Nos. 
S20 to 5; 26 and 527 West 
T w«ntv- seventh street, 


E"Renc ZenRcn. No. 4^.-1 
East Eighty-second 




White .. 


United States. 


Schoolboy . . 


. Setting fire to btiilditifr. No. 
315 East Eiffhty-sccond 


Samuel Klein, No. 319 
East Seventy-ninth 




White .. 


United States. 


Schfl^lboy . . 


.Setting fire to building. No. 
."5; East EiRhty-sccond 
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for Arson, Incendiarism, Etc. 



Nature of When and of Sentence and Remarks. 

Indictment and Date. What Convicted. 



July is, 1901； arson, 
second 



decree . 



December 23, 1901 ； ar- January 31, , 

son, first degree son, third degree. . . 



April is, 1902; indictment dismissed by Judge 
Ncwburgcr, Court of General Sessions, Part 
I.， on account of death of principal witness for 
•the prosecution. 



December 23, 
son, first di 



January 21, 1002; ar- February iq, 190a: at- 

son. first degree tempt arson, third 

degree 



February 21, 1902; sentenced to fifteen years in 
State Prison, Court of General Sessions, 
Part IV. 

Discharged by Judge Newbur^er, February 21, 
1902, Court of ueneral Sessions, Part Iv. 



Discharged by Magistrate in Fourth District Police 
• Court, January 4, 1902. 



Discharged in First District Magistrates' Court, 
January 22, 1902. 

t 

Discharged in First District Magistrates' Court, 
January 22, 1902. 



February 19, 1902; one year, State Prison, Judge 
Foster, General Sessions, Part III. 



！ grcc 

January 1 5, 1902; January 15, 1902; House of Refuge, Dr. C. E. 
pleaded guilty Bruce, Superintendent of Asylum. 



March 1, 1902； declared 
to be insane 



March 3, 1902; committed to the Middletown 
State Hospital for the Insane. 

、i、ri】 1" IQ02; arson, Arson, first degree; May 21, 1002； sentenced to Elmira Reformatory; 
first decree pleaded guilty Recorder Goff, General Sessions, Part I. 

\pril 8. T002: arson, March 14. 1902; acquitted by jury. Court of Gen- 

first degree cral Sessions, Part I., Recorder Goff. 

Mav 1. 1902: arson October 13, 1902; acquitted by jury. General Ses- 

first degree sions. Part I., Judge Cowing. 

April at, IQ02; discharged by Magistrate, Second 
District Magistrate 3 Court. 



April 21, i Q02: discharged by Magistrate, Second 
District Magistrate's Court. 



April 30, TQ02; Grand Jury failed to indict on ac- 
count of youth. 



April 30. 1002： Grand Jury failed to indict on : 
count of Youth. 
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'-; Description of Person x Nature of Charge 

Name. Age. Color. Nativity. Occupation. and Circumstances. 



James L. Everard. No. 29 White -. United States. Assistant Su- Setting fire to premises No. 
68 West One Hun- perintendent 235; West One Hundred 

drcd and Thirty- of Brcvrery. . and Thirty-fifth street, 

fourth street March 31* 1902, and No. 

2 1 29 Madison avenue, 
April 1, 1902 

Henry Young, No. 41 47 Colored . . West Indies. .. Sailors* Setting fire to building. No. 

Cherry street Boarding 41 Cherry street, May 1, 

House 1902 

Keeper. ' 

William Clark, No. 41 66 Colored.. Key West.... Cook Setting fire to buildinR. No. 

Cherry street 41 Cherry street, May 1, 

1902 

Tohn Lease, No. 267 9 White .. United States . Schoolboy ...Setting fire to lumber yard. 

Ninth avenue Twenty-ninth street ' and 

Thirteenth avenue. May 
• 11, 1902 

William Johnson 13 White .. l nited States . Schoolboy ...Setting fire to lumber yard. 

Twenty-ninth street and 
• Thirteenth avenue. May 

11, 1902 

James McMahon. No. " White .. United States. Schoolboy … Setting fire to lumber yard, 
541 West Thirtieth Twenty-ninth street and 

street Thirteenth avenue. May 

11, IQ02 

William Shea. No. 44a 8 White -. United States. Schoolboy ... Setting fire to lumber yarcL 
West Thirty-ninth Twenty-ninth street and 

street Thirteenth avenue. May 

11, 1902 

Richard Shea, No. 442 14 White .. United States . Laborer Setting fire to lumber yard. 

West Thirty-ninth Twenty-ninth street and 

street Thirteenth avenue. May 

11, IQ02 

Frank White, No. sio " White .. United States . Schoolboy ...Setting fire to lumber vard, 
West Twenty-eighth Thirtieth street, between 

street Eleventh and Thirteenth 

avenues. May is, 1902. . . . 

Robert McGee. No. 503 IS White .. T'nited States . Factory Hand . Setting fre to hutMine. \os. 
West Fiftv -fifth street i. 3 and 5 Stryker's lane. 

May jjo, IQ02 

Tohn Nash. No. 212 IS White •• United States . Factory Hand. ScttinR fire to buildinsr No< 
West Sixty-second i. 3 and s Stryker's lane, 
street May aq. 1902 

Tames Ranahan 17 White .. United States. Factory Boy. . Setting fire to hui 1 dinar Nos. 

541 to S4« West Thirtv- 
tourth street, June xo, 
1902 

John Persini, No. 24 10 White .. Italy None Setting fire to building. Xo. 

Hamilton street 8q Franklin street and No. 

87 Wa'kcr street, July 13. 
1902 

Aupust FerraRiari, Nos. 16 White .. United States . Nickelplater. . Setting fire to building. No. 
" and 7.S Baxter 8q Franklin street and No. 

street 87 Walker street, July 13, 

1902 • ■ 

Mary Frances Moselev, 30 Colored. . t'nited States. Servant Settinc fire to bvtUdinpr No. 

Nos. 83 and 85 Charl- 83 Chatham street. July 18, 
ton street 1902 
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Nature of When and of 

Indictment and Date. What Convicted. Sentence and Remarks. 



May i, 1902; arson, 
first degree, two in- 
dictments 



May 19, 1902; indictments dismissed by 
Goff, Court of General Sessions. 



Recorder 



May q, 1903; arson, first May 25, 1902; arson first May 21, 1902; State Prison, four years, Judge 
degree degree Cowing, Part IV., General Sessions. 

M^r 9> 1903； arson, first May ay, 1502; discharged by Judge Cowing, Part 



:grcc 



20, 1002; discharged b 
I\ -, General Sessions. 



May 21, 1902; dis- May 21' 1902; sentenced to six months in Catholic 
irdcrly conduct Protectory; Magistrate Zeller, Seventh Dis- 

trict Court. 

ay 2i t 1902; dis- May 21, 1902; sentenced to six months in Catholic 
orderly conduct Protectory ； Magistrate Zcllcr, Seventh Dis- 

trict Court. 

ay 21， 1902; dis- May 21, 1902; sentenced to six months in Catholic 
orderly conduct Protectory; Magistrate Zeller, Seventh Dis- 

trict Court. 

ay 21, 1902; dis- May 21, 1902; sentenced to six months in Catholic 
orderly conduct Protectory; Magistrate Zcilcr, Seventh Dis- 

trict Court. 



May 21, 1902; Discharged by Magistrate, Seventh 
District Court. 



May 21, IQ02; dis- May 21, 1902; sentenced to six months, Catholic 
orderly conduct Protectory, Magistrate Zeller, Seventh Dis- 

trict Court. 



Mav ，o, 1Q02; dis- May 30. 1902; sentenced to five days, City PriBon, 

orderly conduct. .... Magistrate Barlow, Seventh District Court. 

May 30, 1902; dis* May .jo, 1902; sentenced to five days. City Prison, 

orderly conduct Magistrate Barlow, Seventh District Court 

T0O2; attempt July 22, 1902; pleaded Tuly 25. 1002; sentenced to Elmira Reformatory, 
third degree. .. guilty, attempt ar^on, Recorder Goff, Court of General Sessions, 
third decree Part II. 

July 16, 1902; discharged by Magistrate Deuel, 

First District Court. 

July 16, 1 00a; discharged by Magistrate, First Dis- 
trict Court. 

Tu'y 26, 1002; committed to Manhattan State Hos- 
pital for the Insane, Ward's Island. 
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, Description of Person \ 

Name. Age. Color. Nativity. 

Leon Moretzky, Coney 68 White 
Island 

Alexander Marrow, No. 40 White .. 
161 East Seventy- 
seventh street 

Henry A. Cassidy, No. 30 White •• 
2511 Third avenue . •• 

Marie Le Grand (no ad- 34 White • . 
dress) 

John J. Madden (no 44 White •• 
home) 

Frederick Wagrncr, No. " White •• 
349 East Eighty-sev- 
enth street 

Michael Pigno, No. 214 4S White .. 
Grand street 

Henry Herbst, Staple- 32 White •• Germany 
ton, S. I 

Jacob Youst, Staple- 60 White 
ton, S. I 

Samuel Friedman, No. 13 White •• England 
91 Columbia street. . . 



Occupation. 



Nature of Charge 
and Circumstances. 



Austria Peddler Setting fire to premises, No. 

171 East Ninety-ninth 
street, August 23， 1902. . . 

France Insurance September 25, 1002; present- 

Agent. . inR false proof of loss 

United States . Engineer Setting fire to premises, No. 

497 last One Hundred and 
Fortieth street 

fire 



France Dressmaker. ..Octob 

to 1 

Forty-nintl 

United States. None Setting fire to load of hay on 

' ' No 



1902. 

United States. Glassblower. ..November 17, 1902； rc-trial 

of decision of 
svers- 
ril 8, 



ber 26， 1902; setting £ 
building. No. 356 W< 
>rty-ninth street 

ing fire to load of hay 
hay truck, in front of No. 
650 West Thirty-fourth 
street, November 12, 1902. 

overabcr 17, 1902; rc 
on account of decisio] 
Court of Appeals, rc 
ing previous trial, Apr 



Italv Cheesemaker. . Setting fire to building, Nos. 

214 and 216 Grand street; 



November 18, 1902. 



Sailor and betting —― ― 

Farmer. . Grimes* Hill, west side of 
Serpentine road, Stapleton, 
S. I., November, 29, 1902. 



Switzerland . . Farmer 



.Setting fire to barn on 
Grimes' Hill, west side of 
Serpentine road, Stapleton, 
S. 1., November, 29， 1902. 

. Setting fire to building, No. 
15^8 Woostcr street, Novem- 
ber 29, 1902 



i5i 



Nature of When and of 

Indictment and Date. What Convicted. Sentence and Remarks. 



November xq, 1902; complaint dismissed, Grand 

Jury failed to indict. 

October 10, iQoa; viola- October 17, 1902; yiola- October 28, 1902; sentenced to State Prison for 
tion sections 758 and tion sections 758 and not more than two years or less than one 
759, Penal Code 759 Penal Code year, Judge Cowing, Part I., General Sessions. 

December s， 190a; ar- Awaiting trial, $2,000 bail. 

son, second degree. • . 

November 7, 1902; committed to Manhattan State 

Hospital, Ward's Island. 

December 8, 1903; ar- December 23, 1902: acquitted bv jury, General 

son, third degree, and Sessions, Part I.. Jud^e Ncwburger. 

injury to property. . - 

November 20, 1902; found guilty of arson, first 

degree, by jury, sentenced November 26, 190a, 
State Prison for 10 years by Judge Cowing in 
Court of G«nenil Sessions, Part II. 

November 10, 1002; discharged by Magistrate 

Deuel, First District Court. 

November 30. zooa; discharged by Magistrate 

Marsh, First District Court of SUpleton, S. I. 

December 2. 1902; discharged by Magistrate 

Marsh, First District Court of Stapleton, S. I. 



Deoember 11, 190a; discharged by Judge Mayer, 
Court of Special Sessions. 



152 



RECORD OF COMPLAINTS AND DISPOSITION FOR THE YEAR ENDING 
DECEMBER 31, I902. 

From What Source. 



No. 

Engine Companies 146 

Fire Marshal's Bureau 122 

Occupants 119 

Neighbors 68 

Hook and Ladder Companies 50 

Anonymous 18 

Health Department 9 

Miscellaneous & 

Factory Inspectors 5 

Tenement House Department 4 

Bureau of Buildings I 

Department of Education 1 

Board of Fire Underwriters 1 

552 

Pending 279 



831 



Class of Structure, or Business. 

No. 



Tenements 272 

Dwellings 101 

Business 77 

Miscellaneous 12 

Restaurants 12 

Apartments 11 

Factories 11 

Hotels IO 

Bakeries o 
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No. 

Boarding houses 7 

Forges 6 

Schools 5 

Stables 4 

Clubhouses 4 

Tenement tailors 3 . 

Lodging houses 2 

Laundries 2 

Armory i 

Institution I 

Foundry I 

Hospital i 

552 

Pending 279 

831 

Cause of Complaints. 

. No. 

Defective flues 279 

Generally dangerous conditions 262 

Defective pipes 3 

Defective furnaces 3 

Miscellaneous % 2 

Defective range 1 

Defective stove 1 

Defective heater 1 



552 

Pending 279 

831 
1 

Disposition. 

No. 

Causes removed 68 

Orders complied with •• 625 
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/ Xo. 

Orders pending 35 

No cause 87 

Referred to other Departments 16 



831 



Strength of Uniformed Force. Xumbkr of Fires, with Losses, from 

1866 to 1902, Inclusive. 



No of No. of Offi- Average Loss 

Year. Companies, cers and Men. Fires. Loss by Fire. Per Fire 



Total 37 years 98,852 $155,204,710 00 $1,570 07 



§0 o 2 68 Q 6 3550 o 9 o 00 730 5 2 7 5 o 3331 I 2 78 651 



^95555 56 7 7 1/7777 78 66 9 & 9^ A A A b, q o, ^ r, I， 2, ^ ^ 
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Hospital and Training Stables. 

report for the boroughs of manhattan and the bronx, for the year 
ending december 31, i902. 

Hon. Thomas Sturgis, Fire Commissioner: 

Sir 一 I have the honor to submit the following report of horses for the 



year 1902 : 

Number on hand December 31, 1901 569 

.Number purchased during 1902 73 



Total 、• 642 

Died during 1902 30 

Sold during 1902 27 

57 

On hand December 31, 1902 585 

=—• 

Number of horses on trial December 31, 1901 3 

Received on trial during 1902 198 

201 



Accepted 73 

Rejected 122 

Still on trial 6 



Total 201 



Very respectfully, 

JOSEPH SHEA, Chief of Battalion in Charge. 
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Contracts Awarded. 
Chargeable to Appropriation Accounts, Boroughs of Manhattan and The 

Bronx, 1902. 



Date of 

Public Date of Name of Contractor. 
Letting. Contract. 



Nature of Contract. 



Amount. 



Jan. 27 
Feb. 18 



Feb. i 
Feb. 3 
Feb. 27 



Feb. 18 Feb. 27 



Feb. 18 
June 24 

July i 
Aug. 5 
Sept. 12 



Mar. 12 
June 27 

July 12 
Aug. 12 
Sept. 23 



Cornelius Daly .... 
John H. Meyer. . . 

Moquin - Offerman - 
Heissenbuttel Coal 
Company 

Moquin - Offerman - 
Heissenbuttel Coal 
Company 

Falling Rock Can- 
nel Coal Company 

Cornelius Daly . . . . 



Cornelius Daly . • . 
John H. Meyer. . 
John H. Meyer. . . 



*i40 cords pine kindling wood $1,176 1 

*4,ooo tons anthracite coal (for apparatus 

houses) 18,360 1 

•1,700 tons anthracite coal (for fireboats) 7,565 ' 

*4So tons anthracite coal (pea size) 1,395 ' 

^500 tons cannel coal 5,500 ' 

*3,ooo sacks pine kindling wood, 10 cords 

pine wood 938 ' 

*9,ooo sacks pine kindling wood 1,800 1 

•500 tons anthracite coal 一 4,375 、 

*30o tons anthracite coal (pea size) 1,875 c 



Forage. 



Jan. 27 Jan. 31 Horace Ingcrsoll. . *Hay, straw, oats and bran (Manhattan) 23,552 00- 

Jan. 27 Feb. 6 Geo. N. Rcinhardt . *Hay, straw, oats and bran (Bronx) 6,305 00 

July xo July 16 Horace Ingersoll . . *Hay, straw, oats and bran (Manhattan) 25,565 00 

July 25 Aug. 4 Geo. N. Reinhardt 

& Co *Hay, straw, oats and bran (Bronx) 5,633 75 



Telegraph Wire and Underground Cable. 



Feb. 



Feb. 18 



July 10 Aug. 8 

Aug. 29 Sept. 16 

April 15 May 15 

July 25 Aug. 8 



Under- 
able 



Cab 



Standard 
ground 

Company 

John A. Koebling's 
Sons Company. . . 
John A. Rocbling's 
Sons Company • • - 
Safety Insulated 
Wire and Cable 

Company * 15,000 feet underground cau^e. 

Safety Insulated 
Wire and Cable 

Company * 60,000 feet underground cable. 



*2o miles telegraph wire 

*2o miles copper telegraph wire. 
*jo miles copper telegraph wire. 



1,261 92 
1,100 00 
1,100 00 

1,962 50 

16,500 00 



• Chargeable to Apparatus, Supplies, etc. 



157 

Apparatus — AVa'. 



Date of 

Public Date of Name of Contractor. Nature of Contract. Amount. 

Letting. Contract. 



Sept. 15 Sept. 20 Internationa] Fire 

Engine Company . *3 75-foot aerial hook and ladder trucks.... 9,600 00 

Sept. 15 Oct. 2 W. S. Nott Com- • 
pany» Minneapo- 
lis, Minnesota. . . . *2 first-size steam fire engines 9,600 00 

Sept. 15 Oct. 2 W. S. Nott Com- 
pany, Minneapo- 
lis, Minnesota. . . . *2 third-size steam fire engines 8,600 00 

Oct. 29 Dec. 4 James A. Shephard 

& Son *3 first-size hose wagons 1,635 00 



Apparatus Repairs. 



April 25 April 29 International Fire * Alterations and repairs to Clapp & Jones steam , 

Engine Company. fire engine, Registered No. 544, etc 2,750 00 



Fire Hose. 



May 2{ 


) July 




May 2$ 


) July 




May 2； 


) July 




May 2\ 


> July 




May 2\ 


) July 




May 2% 


) July 




May 2i 


) July 


21 


May 2^ 


) July 


21 



Eureka Fire Hose 
Company 

Eureka Fire Hose 
Company 

Eureka Fire Hose 
Compamr 

Eureka Fire Hose 
Companv 

Fabric Fire Hose 
Company 

Fabric Fire Hose 
Company 

Gutta Perch a and 
Rubber Manufac- 
turing Company. . 

Gutta Pcrcha and 
Rubber Manufac- 
turing Company. . 



•2,000 feet i J4-inch cotton rubber-lined 1,200 

*8,ooo feet 2^4 -inch cotton rubber-lined 8,000 

*8,ooo feet 3-inch cotton rubber-lined 10,000 

•2,000 feet 3 }4 -inch cotton rubber-lined 3,000 

*4,ooo feet 2}4-inch cotton rubber-lined 4,000 

•2,000 feet 3-inch cotton rubber-lined 2,100 

*2,20o feet i J^-inch cotton rubber-lined 1,100 

*8,ooo feet 2 % -inch cotton rubber-lined 7,200 



Horses, Harness, Sponges. 



May 9 May 16 

April 8 April 17 
July 10 July 23 



Fiss. Docrr & 'Car- *8o horses (25 per cent, more 
roll Horse Com- drawing fire apparatus, and 



pany 

George Worthing- 

ton "Harness 

National Sponge 

and Chamois Com- 一. 

pany 一 



drawing . 
by chief officers 



or less) for 
10 for use 



22,500 00 
3,218 50 



Total $221,422 67 



Chargeable to Apparatus, Supplies, etc. 
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Architect's Services. 



Date of 

Public Date of Name of Conti actor. Nature of Contract. Amount. 

Letting. Contract. 



July 29 H. de B. Parsons. . ** Preparing plans and specifications and su- 
pervising construction of a new fireboat . . $4,000 00 



N ezv Fireboat and Pumps Therefor. 



Dec. 30X Dec. 31 New York Ship- 
building Co】 
Dec. 30xDec. 31 American Fir< 



building Company **Building and delivering a new steel fireboat. 70,000 ' 
nerican Fire En- 
gine Company.... "Furnishing fire-pumps for the above 11,000 ' 



Total $81,000 oa 



Alterations and Repairs to Fireboat. 



Nov. 25 Dec. 9 John F. Walsh. . . . "'Alterations and repairs to fireboat "Zophar 

Mills" $23,746 00 

•••Completing repairs to fireboat "Zophar 

Mills" 10,064 00 

Total $33,810 00 



New Buildings. 



Aug. 




Aug. 22 


Laurence J. Rice. . . 


Aug. 


26 


Sept. 8 


Thomas B. Leahy. 


Aug. 28 


Sept. 9 


William H. Wright 


Sept. 


12 


Sept. 18 


Fanning & Kcilly. . 


Dec. 


16 


Dec. 24 


Fanning & Reilly. . 



tHouse for Engine Company 62, White 

Plains avenue, Bronx $34,735 00 

use for Engine Company 32 t south side 
of Beekman street, east of William street, 
Manhatti 



Manhattan 

tApparatus house, Sedgwick avenue and One 

Hundred and Seventy-eighth street. Bronx. 
tApparatus house, N08. 105 and 107 West One 

Hundred and Second street, Manhattan . . . 
tHouse for Engine Company No. 41, south 

side of One Hundred and Fiftieth street, 

joo feet west of Courtlandt avenue, Bronx. 



33.800 
43.436 

66,000 1 



Repairs and Alterations to Buildings. 



April 30 May 20 Tolmie & Kerr tHoi se of Hook and Ladder Company 15, 

Old Slip, Manhattan 



I Slip, 】 ― 

June 26 July 22 Thomas B. Leahy. . +House of Engine Company 9, No. 55 East 

" ， " * "tan 

tpany 2: . 
Eiehty-fifth street, Manhattan. 



hngine 
Broadway, Manhattan 

Sept. 24 Sept. 30 Tolmie & Kerr tHouse of Engine Company 22, No. 159 East 



9»549 00 
22,479 A 
i8>549 00 
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Fire Alarm Telegraph System. 



Date of 

Public n.^tc of Name of Contractor. 
Letting. Contract. 



Nature of Contract. 



Sept. 24 Oct 13 Commercial Con- 
struction Com- 
pany 



Extending and in 
system, Manhi 



improving fire alarm telegraph 
hattan 



13,449 00 



Total 



$274,797 



BOROUGH OF RICHMOND. 



Fire Alarm Telegraph System. 



Dec. 3 ox Dec. 31 Frederick Pcarce. . SInstalling and completing a fire alarm tele- 
graph system $18,321 



••Chargeable to Two New Fireboats. 

*** Chargeable to Revenue Bond Fund for 1901, for repairs to "The New Yorker" and "Zophar 
Mills." 

t Chargeable to Fire Department Fund for Sites, Buildings and Telegraph System, Bond Issue of 

1901. 

§Chargcamc to Re\enue Bond Fund for a Fire Alarm Telegraph System, Borough of Richmond. 
xDate of award ； contract* in these three instances not ready for execution in 1902. 



A Special Revenue Bond issue of $12,000, pursuant to the provisions of 
subdivision 8 of section 188 of the Greater New York Charter, was author- 
ized by the Hoard of Estimate and Apportionment this year, in accordance 
with resolution aodtped by the Board of Aldermen requesting such action, 
to enable the Department to make extensive repairs and alterations to the 
building occupied as quarters of Hook and Ladder Company 18, at Xo. 84 
Attorney street. 

The work of depressing the grade of Attorney street four feet in prepar- 
ing for the approaches to the new Williamsburg Bridge will necessitate the 
lowering of the first floor of the truck house to a corresponding extent, and, 
as the building has stood for many years and requires extensive renovation 
to adapt it to present requirements, it has been deemed advisable to have 
all the necessary work done at the one time. With this object in view, 
the plans and specifications have been prepared, and the contract for doing 
the work will be awarded early in the coming year. 



Bond Issues. 
Borough of Manhattan. 



i6o 



Application was made to the Board of Estimate and Apportionment for 
the annual bond issue allowance for 1902 of $300,000, provided for in 
chapter 76 of the Laws of 1894, as amended by chapter 751 of the Laws of 
1896, for the acquisition of new sites, the erection of new buildings, addi- 
tions and alterations to such buildings, fitting up and furnishing the same, 
placing wires and conduits of the fire alarm telegraph system underground, 
and extending the overhead portion of the system, but without results. 

BOROUGH OF RICHMOND. 

Two Special Revenue Bond issues, one of $25,300 and the other of 
$25,000, were provided for by the Board of Estimate and Apportionment 
and the Board of Aldermen during the year 1902, for the installation of a 
modern fire alarm telegraph system in this borough. 

Subsequently it was deemed advisable by the Commissioner to ask those 
bodies for their consent to the application of the proceeds of the $25,000 
bond issue to the purchase of apparatus, horses, hose and equipment for the. 
volunteer fire companies of the borough. The Board of Estimate and 
Apportionment has granted the request, but the Board of Aldermen has 
not as yet done so, although its favorable action in the matter is looked for 
early in the new year. 

Superintendent of Buildings Branch. 

report for the boroughs of manhattan, the bronx and richmond 
for the year ending december 31, i902. 

Hon. Thomas Sturgis, Fire Commissioner: 

Sir ― I have the honor to submit the following report in relation to the 
buildings of this Department for the year 1902. 

A considerable change has taken place in the scope of the work of the 
office during the year, and while it was found impossible to put all the 
changes into operation until toward the close of the year, good results have, 
nevertheless, already been obtained. The work of the office is divided into 
two parts : First, work involving advertised contracts, such as new buildings, 
and extensive alterations, the cost of which is paid from the bond issue. 
Second, small contract jobs, and work done by Department mechanics. 
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Nezi' Buildings and Extensive Alterations. 

On January i， 1902, no work of this character was actually in process 
of construction, although plans were being prepared by architects under 
the supervision of this office for four new buildings. During the year 
contracts have been let for the following work : 

Extensive alterations to the quarters of Hook and Ladder Company 15, 
located at Old slip, borough of Manhattan, amounting to $9,549, were com- 
pleted December 2, 1902. The plans and specifications were prepared in 
this office. 

Extensive alterations were made to the quarters of Engine Company 9, 
located at No. 55 East Broadway, involving practically the rebuilding of 
the house, as only the wooden beams of the second and third floors and the 
roof and side walls were utilized in the new construction. The contract for 
this work, amounting to $22,479, was awarded on July 22, 1902. The plans 
and specifications were prepared in this office. 

Alterations similar to those made at the quarters of Engine Company 9 
were also made to the quarters of Engine Company 22, located at No. 159 
East Eighty-fifth street, borough of Manhattan, except that in this case the 
old front of the building was repaired instead of being replaced by new. The 
contract for this work, amounting to $18,549, was awarded September 30, 
1902. Plans and specifications were prepared at this office. 

A new building for Engine Company 62, located on White Plains road, 
near Julianna street, borough of The Bronx, the contract price of which was 
$34,735, was commenced August 22, 1902. 

The contract for a new building for Engine Company 32, at No. 49 
Beeknian street, borough of Manhattan, amounting to $33,800， was awarded 
September 18， 1902. 

The contract for a proposed new engine company at the northwest 
corner of One Hundred and Seventy-eighth street and Sedgwick avenue, 
amounting" to $43,436, was awarded September 9, 1902. 

The contract for a proposed double engine company, to be located at 
Nas. 105 and 107 West One Hundred and Second street, amounting to 
$66,000, was awarded September 18, 1902. 
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The plans and specifications for the four buildings above mentioned 
were made by Messrs. Horgan & Slattery, under the supervision of this 
office, and were commenced during the year 1901. 

The contract for a new building for Engine Company 41, to be located 
on the southerly side of One Hundred and Fiftieth street, 200 feet west of 
Courtlandt avenue, borough of The Bronx, amounting to $32,800, was 
awarded December 24, 1902. The plans and specifications were prepared 
at this office. 

Plans were filed with the Department of Bulidings for a new building for 
Engine Company 7 and Hook and Ladder Company 1, to be located on 
the southerly side of Chambers street, between Centre street and Park row. 
The cost of this building is estimated at $115,000. 

Plans were also filed with the Department of Buildings for new Repair 
Shops, building to be located on the northeast corner of Fifty-sixth street and 
Twelfth avenue, borough of Manhattan, at an estimated cost of $200,000. 

The plans and specifications for both these buildings were made in this 
office. Plans were also prepared for Mr. Percy Griffin, architect, for a 
proposed double hook and ladder house, to be located in One Hundred and 
Fourteenth street, near Madison avenue, borough of Manhattan, at an 
estimated cost of $65,000. 

The total amount of work for which plans and specifications were pre- 
pared in this office is estimated to be $398,377. The architects' fees for 
this amount of work would have been 5 per cent, on all completed work 
and 3 per cent, on work which had progressed sufficiently far to permit 
the filing of the plans with the Department of Buildings. On this basis 
the work would have cost $13,618.85. The total amount of salaries paid 
the Draughtsmen employed in this office, including my own salary, was 
$6,679.62. 

This office is now in a condition more promptly and cheaply than out- 
side architects to prepare plans and specifications for as much work as the 
Board of Estimate and Apportionment is apt to authorize at any time. 

A new site at Intervale avenue and One Hundred and Sixty-ninth street, 
borough of The Bronx, was acquired by condemnation proceedings during 
the year, upon which it is proposed to erect a much-needed apparatus house. 



A like course is being pursued by the Corporation Counsel at the request 
of this Department, and with the assent of the Board of Estimate and 
Apportionment for the acquirement of sites on the southerly side of One 
Hundred and Fourteenth street, 25 feet east of Madison avenue, borough of 
Manhattan, and on the easterly side of Briggs avenue, 120.50 feet south- 
wardly from the southeasterly corner of Briggs avenue and East Two Hun- 
dredth street, borough of The Bronx, and the City will, it is believed, be- 
come the owner of this property early in the coming year. 

The Board of Estimate and Apportionment has been requested to ac- 
quiesce in the acquirement, at private sale for the sum of $50,000, of the site 
Nos. 278-284 Spring street, borough of Manhattan, upon which to erect a 
new house for Engine Company 30, located, since the inauguration of the 
paid Fire Department, at No. 253 Spring street, and it is believed that it 
will do so and that the transaction will soon be consummated. 

Small Contract Jobs and Work Done by Department Mechanics. 
A considerable extension of this part of the service has been made during 
the past year, on the ground that it would be more economical to have small 
jobs done by men directly employed rather than by contractors, who must 
necessarily allow for the time lost in estimating, profit and the delay in 
being paid. The increase in the number of mechanics took effect in August. 
The following table shows a comparison of the repair work done during the 
last quarter of 1901 with the last quarter of 1902: 

Repairs by Department Mechanics during last 

quarter 1901 $1,188 87 

Contract repairs, same period 12,279.30 



$13,468 17 



Repairs by Department Mechanics during last 

quarter 1902 

Contract repairs, same period 



$4,693.17 
5,418 90 



10,112 07 



Decrease 



$3,356 10 



The tabic shows quite clearly that the additional cost of repairs made by 
the Department Mechanics was more than offset by the decrease in the 
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amount awarded to outside contractors, the ultimate result being a net 
saving, notwithstanding the increase in the payroll. 

Repairs and small alterations were made on 112 buildings in the bor- 
oughs of Manhattan and The Bronx at a total cost of $40,096.04. Of this 
approximately $9,978.50 was for alterations, additions and betterments re- 
quired by the exigencies of the service, and $30,097.54 was for ordinary 
repairs. ' 

The amount of repairs averaged $358 per building. 

Grouping the repairs and alterations, 804 jobs were done by contract, 
amounting to $32,475.29, and 487 jobs were done by mechanics employed 
by the Department, the estimated cost of which is $7,620.75. 

In the following report of the work done in each building, the value 
of the work done by the Department Mechanics has been estimated from 
the cost of material used and the time spent. These amounts are, therefore, 
approximate. The amounts set opposite the contract repairs are exact. 



Estimated Repairs 
Contract Repairs. By Department Totals. 

* Mechanics. 



Engine Company 1 . . 
Engine Company 2. . 
Engine Company 3. . 
Engine Company 4. , 
Engine Company 5. . 
Engine Company 6. • 
Engine Company 7. . 
Engine Company 8. . 
Engine Company 9. . 
Engine Company 10. 
Engine Company 11. 
Engine Company 12. 
Engine Company 13. 
Engine Company 14. 
Engine Company 15. 
Engine Company 16 
Engine Company 17, 
Engine' Company 18. 
Engine Company 19, 
Engine Company 20. 
Engine Company 21 . 
Engine Company 22. 
Engine Company 23. 
Engine Company 24 
Engine Company 25, 
Engine Company 26. 



$99 02 



119 41 
49 17 
126 83 
105 62 



500050000500000^ 000^00 5 w-oo 

7 3 3 w 2 5 I 55 45 C C 7 57 53 50\I 5 2 4 5 5 

8 9 400 38 4 7 5 2 7 I 5 5 2 ^ 4to- o 7 7S 9 g 3 2 

^ I I 2 M I 3 32 2 I IT- I 



7 5 3 5 5 3 9 9 5 -^-3 2 6 56 rtc 5 9 4 4 6 7 3 ^- 

7 4 5 46 4 56s 2 5^ 17 2 46 6 v5 I 小 ^531 

7 7 76 5 13 46 o I 7 5 1 6J>9£lo q9-,5?, £00 



53 5 o 3 9 9 5 o 8 2 6 5VQ ^059440 o 

I 2 4 4 4 4 3 2 I 3 I 7 5^-9 I 36 5 & I 

8 38 2 3 9 7 18 46 o 5 2 ^ 5 3 ^ 5 o 2 

8 2 7 36 I 2 3^37 7^740 o I 
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Engine Company 27 

Engine Company 28 

Engine Company 29 

Engine Company 30 

Engine Company 31 

Engine Company 32 

Engine Company 33 

Engine Company 34 

Engine Company 35 

Engine Company 36 

Engine Company 37 

Engine Company 38 

Engine Company 39 

Engine Company 40 

Engine Company 41 

Engine Company 42 

Engine Company 43 

Engine Company 44 

Engine Company 45 

Engine Company 46 

Engine Company 47 

Engine Company 48 

Engine Company 49 

Engine Company 50 

Engine Company 51 

Engine Company 52 

Engine Company 53 

Engine Company 54 

Engine Company 55 

Engine Company 56 

Engine Company 57 

Engine Company 58 

Engine Company 59 

Engine Company 60 

Engine Company 61 

Engine Company 62 

Engine Company 63 

Engine Company 64 

Engine Company 65 

Engine Company 66 

Engine Company 67 

Engine Company 68 

Engine Company 69 

Engine Company 70 

Engine Company 71 

Engine Company 72 

Engine Company 73 

Engine Company 74 

Engine Company 75 

Hook and Ladder Company 1 
Hook and Ladder Company 2 
Hook and Ladder Company 3 
Hook and Ladder Company 4 
Hook and Ladder Company 5 



Estimated Repairs 
Contract Repairs. By Department Totals. 

Mechanics. 



6 00 



141 00 
161 45 

528 00 



■5 3f 5 2 7 5 I ^6 u 5^352 00 2 5505 

65 6 2 o ON 4 coew 7^391 I 33500 S 952 

7 S J^qo. 2013704 500 I I 2 4 4 I 4 

3 113 4 3 I I 3 3 2 2 ^ I ^ 



9L M 3 » 2 o 800002050 5 

36 2 02 4^&^5 46 3 4 5 3 5 8 5 9 5 7 

7 3 3 7 16 3 9 5 5 700 3 5 9 4 1 I 3 4 9 5 

9 4 2 7 1 3 3 4 o 4 3 4 7^ 4 8 o 4 I 2 



0000 5 0500^555 5 20 • o o o o o 

55 55725 2 5ciQ\2 7 78 5 • a 5 « a 5 

2 1 3 42 2yl I I I 9 



2 7 2 5 口 6 3 5 1 o 5 16 5 58 2559OOO0 56 4 o 6 5? 5 

6 7 3 5 9 3 9 3 46 6 2 76 6 2 7 4 4 1 55 5 s 4 4^-^7 

6 066 90^2 70 o V 4370 52 15 I I 3 7 4 38 Q 4 5 

7 5 "ssoo 7^42541^23032 46 6 8 8 5 5 2 I ^ ^- -5 

2 11 I I 5 I 96 112 115 IIIIII3342 



2 7 2 5 76 3 5 1 5 OS 6 5 5 3 2 5 

6 7 3 o I 3 9 5 3 1 4 & 7 I I s» 7 4 

OOO709O3I32 300 I 3^ 4 I 

7 5 5 365 2 4 58 2 4 38 



9 o 

7 



o I 4 5 3 9 o 

I 2 5 2 9 I 9 



o o o 5 5 o -D 3 o 5 

5 5 C 2 2 5 6 4 5 2 

I I 36 3 3 4 1 2 2 

800 5 406 2 4 36 

I I I I I 3 I 3 I 



oo 5 0000 55 5 000 -3 o 

o 5 75 od5 14 2 30-0 575 

6 9 Q\ I 6 G» 6 一 /q« ^6 2 4 I 



166 



Estimated Repairs 
Contract Repairs. By Department Totals. 

Mechanics. 



Hook and Ladder Company 6 

Hook and Ladder Company 7 

Hook and Ladder Company 8 

Hook and Ladder Company 9 

Hook and Ladder Company 10 

Hook and Ladder Company 11 

Hook and Ladder Company 12 

Hook and Ladder Company 13 

Hook and Ladder Company 14 

Hook and Ladder Company 15 

Hook and Ladder Company 16 

Hook and Ladder Company 17 

Hook and Ladder Company 18 

Hook and Ladder Company 19 

Hook and Ladder Company 20 

Hook and Ladder Company 21 

Hook and Ladder Company 22 

Hook and Ladder Company 23 

Hook and Ladder Company 24 

Hook and Ladder Company 25 

Headquarters Building 

Hospital and Training Stables 

Repair Shops 

Eldridge street storehouse 

No. 173 Elm street 

One Hundred and Second street and Co- 
lumbus avenue 

No. 439 East Sixty-eighth street 

Fuel Depot 2 

Fuel Depot 4 

Fuel Depot 5 

Fuel Depot 9 

Fuel Depot 12 (Headquarters Eighth 
Battalion) 

Fuel Depot 19 

Total 



$32475 29 



16 97 

53 53 
i 88 



52 76 

53 58 



$7,620 75 



112 26 
53 58 



$40,096 04 



628 19 

88 07 

89 69 



2 K I 9 I 5 3^42 3 2 I I 58， o' 3 5 



3 2 50 5 2 2 45 38 33 0^2^05wu-^020 SSJ^S<s9»o 

8 ^6 I 36 2 o 28 7 5^MW S "^-vov5 5 I « o 3 76 5 S 9 5 5 

TT I. r> I. 



8700 5 7 2 4 5 o 8 3 3 

^ a-K 332021753 

2 I 3 2 



5 o to « o 2 © 

I t/ds o 76 ©\ 

o 99 p 08 7 



Respectfully submitted, 
ALEXANDER STEVENS, Superintendent of Buildings. 
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Repair Shops. 

report of the boroughs of manhattan and the bronx for the year 
ending december 31, i902. 

Hon. Thomas Sturgis, Fire Commissioner: 

Sir ― I have the honor to submit the following report of operations in 
the Repair Shops for the year ending December 31, 1902: 

Apparatus Received. 

i 75-foot Seagrave extension hook and ladder truck. ， 

i 85-foot Dederick extension hook and ladder truck. 

i 75 -foot Dederick extension hook and ladder truck. 

i light-top wagon. 

Hose Received. 
3 35-foot lengths 4-inch Eureka hose, 105 feet. 
100 50- foot lengths 3>i-inch Eureka hose, 5,000 feet. 
160 50-foot lengths 3-inch Iiureka hose, 8,000 feet. 
280 50-foot lengths 2% -inch Eureka hose, 14,000 feet. 

40 50-foot lengths 3-inch Unique Hose, 2,000 feet. 
140 50-foot lengths 2% -inch Unique hose, 7,000 feet. 
220 50-foot lengths 2% -inch Baker hose, 11,000 feet. 

94 50-foot lengths i ^ -inch Baker hose, 4,700 feet 

90 50-foot lengths I % -inch Paragon hose, 4,500 feet. 

60 8-foot lengths 2% -inch Peerless White Star hose, 480 feet. 

Apparatus Repaired at the Works. 

By the Seagrave Company ― 

One hook and ladder truck, registered No. 4 (Hook and Ladder 9), at 
the expense of Fire Department, $150; at the expense of Metropolitan Street 
Railway Company, $795. 
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By the International Fire Engine Company ― 

One Clapp & Jones fire engine, registered No. 544 (Engine Company 
30), $2,750. 

By Messrs. Brown & Miller ~~ 

The fireboat "The New Yorker" ( Engine Company 57), $37,500. 

By R. M. Stivers- 
One top wagon, $56.05. 



By James Shewan & Sons ― 
The fireboat "William L. 
The fireboat "William L. 

By George N. Gardiner ― 
The fireboat "William L. 
The fireboat "William L. 

By John W. Sullivan 一 
The fireboat "William L. 



Strong" 
Strong" 

Strong" 
Strong" 



( Engine 
( Engine 

( Engine 
(Engine 



Company 66), 
Company 66), 

Company 66), 
Company 66), 



$280. 
$50. 

$235. 
$235. 



Strong" (Engine Company 66), $375. 



By Heipershausen Brothers ― 

The fireboat "William L. Strong" (Engine Company 66), $2. 

Apparatus Repaired and Placed in Service Outside of Working Hours. 
97 steam fire engines. 
15 hose wagons. 
66 hook and ladder trucks. 

9 water towers. 

2 battalion wagons. 

i fuel wagon. 
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Apparatus Repaired at Quarters. 
103 steam fire engines. 
138 hook and ladder trucks. 
11 water towers. 

4 hose wagons. 

8 battalion wagons. * 
i chemical engine. 

Apparatus Repaired at Repair Shops. 
196 steam fire engines ( 126 extensively). 
62 hose wagons (34 extensively). 
56 hook and ladder trucks (22 extensively). 
125 battalion wagons (29 extensively), 
i chemical engine. 

9 locomobiles. 

i supply wagon. ' 

5 water towers, 
i sleigh. 

The working force of the different branches of these shops was con- 
stantly employed during the year turning out new work and making repairs. 

Very respectfully, 

ISAAC FISHER, Foreman in Charge of Repair Shops. 
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New York Fire Department Relief Fund. 



Receipts, K)02. 
From Bureau of Combustibles 一 

Oil licenses . -.， $74,180 oo 

Fireworks permits 3,865 00 

Special permits '• 10,723 00 

Permits for sale, use, etc., of explosives 1,835 00 

Chimney fire penalties 1475 00 

Open hoisting penalties 200 00 

Powder licenses 475 00 

Fire in street permits , 38 00 

$92,791 oo 

Penalties ( collected by Bureau for Recovery of Penalties) 1,665.19 

Violations of agricultural laws : 337 50 

Contributions ― Donations ~ 

January 18, John W. Masury & Son $50 00 

January 22, Manhattan Fire Alarm 'Company . . . 570 00 

February 14, Stephen B. Halsey 50 00 

March 5, Emil Caiman & Co 100 00 

March 10， Pratt & Lambert 100 00 

March 17, Burr, Coombs & Wilson 25 00 

March 31, "Park Avenue Hotel," by Reed & Bar- 
rett 225 00 

April 8, Ida M. Ryan 500 00 

May 31, Mary R. Wright 50 00 

June 27, Warren Manufacturing Co 50 00 

August 16, Mary L. Casselly 75 00 

December 8, A. G. Robins and others 5 50 

December 24, Lehman, Schwartz & Co 100 00 

1,900 50 

Excise tax 150,000 00 

For Fire Insurance Company tax 90,778 97 

Interest on investments 41,775 48 

Sales of condemned property • • 5,869 37 



Fines 

Special leaves 



3，48i 41 
2,677 55 



Total 



$391,276 97 



Disbursements, 1(^02. 



City Comptroller. 



To be paid to the Treasurer of the expmpt or veteran fireman's 
associations 45 per cent, of proceeds of suits for penalties 
and of all license fees collected in boroughs of Queens and 
Richmond ； also 10 per cent, of same to the Treasurer of 
the Firemen's Association of the State of New York, pur- 
suant to section 789, subdivisions 9 and 10， chapter 466, 





$3,764 


20 


Pensions of widows and orphans, Manhattan and The Bronx. 


86,268 


04 




221,618 


20 




48,724 


21 


Pensions of widows and orphans, Brooklyn and Queens 


37,596 


36 


Pensions of retired men, Brooklyn and Queens 


75,020 


37 




906 


13 



Total 



$473397 51 



RECAPITULATION. 



Amount of fund on hand December 31, 1901 一 



Bonds 一 Investment 
Cash in bank 



$1,144,007 00 
116.666 00 



Receipts during 1902 



$1,260,673 00 
391,276 97 



Aggregate 
Disbursements, 1902 



$1,651,949 97 
473,897 51 
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Balance December 31, 1902 ― 

Bonds $1,144,007 00 

Cash in bank 33774 53 

City Comptroller, due for fines and special leaves 

from Payrolls of November, 1902 270 93 

1,178,052 46 



Statement of Securities and Assets December 31， IQ02. 

New York and Brooklyn City Bonds $1,042,007 00 

Real Estate Bonds and Mortgages 102,000 00 

Cash in National Bank of North America 17,993 95 

Cash in New Amsterdam National Bank 6,272 38 

Cash in Mechanics' Bank, Schermerhorn Branch 5,918 76 

Cash in Knickerbocker Trust Company 42 20 

Cash in safe, received December 31, 1902, too 

late for deposit 3,547 24 

City Comptroller 270 93 

$1,178,052 46 



Pension Rolls, December ？/, iqo2. 



Retired men', ]\Ianhattan and The Bronx 286 

Relieved, Manhattan and The Bronx 71 

Widows, orphans, etc., Manhattan and The Bronx 275 

Retired men, Brooklyn and Queens 103 

Widows, orphans, etc., Brooklyn and Queens ： 129 



Total 864 
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Xkw York City and FikooKLvx Bonds, Etc. 
The Property of the Xczc York Fire Department Relief Fund. 



Rate 

Description. No. of Bond. Per Cent. Amount. 





00 


105,000 
65,000 


00 


00 




00 


30,000 


00 


cn 000 


00 


30,000 


00 


25,000 


00 




00 
00 


20,000 
100,000 


00 


100,000 


00 


62,300 


00 


25.000 


00 


16,500 


00 


8,500 


00 


I2,00O 


00 


S,ooo 


00 


5,000 


00 


5,000 


00 


5,000 


00 
00 


10,000 
50,000 


00 


24,000 


00 


54.000 


00 


3,000 


00 

00 


15.000 
2,000 


00 


100,000 


00 
00 


30,000 
40,000 


00 


$1,042,007 00 



Bonds and Mortgages. 



Rate of 
Interest 



Name. 


Per cent. 


Amount. 




4 l A 


$4,000 


00 






3,000 


00 


Charles Robins 




7,000 


00 




4 J A 


6,000 


00 


E. C. Martin and others 




4,000 


00 


Caroline Storm 




3,000 


00 




5 


4,5oo 


00 






1,000 


00 


Charles Mattlage 




10,000 


On 



Name. 



Rate of 
Interest 

Per cent. Amount. 



Kllen Nevins 4 

Kate E. Dal Ion 5 

Anson Squires 4^ 

Wolbeck & Ruthman. . . 5 
Michael Mayer 5 



17,000 00 
5,000 00 
5.500 00 

24,500 00 
6,500 00 
1,000 00 



Total $102.000 00 



Croton Water Main 

Dock Board 

Additional Water Stock, City of New York 

Additional Water Stock, City of New York 

Consolidated Stock, City of New York 

Consolidated Stock, City, of New York 

Consolidated Stock, City of New York 

Eighth Ward Improvement Bond, City of Brooklyn 

School Bond 

Dock Bond 

Third Avenue Bridge Bonds 

Third Avenue Bridge Bonds : 

Schoolhouse Bonds, New York City 

Gravcscnd Local Improvement, City of Brooklyn. . 

Water Loan, City of Brooklyn 

Gravesend Local Improvement, City of Brooklyn. . 

Museum of Arts and Sciences. City of Brooklyn 

Brooklyn City, Series E， Flatbush Sewer 

Brooklyn City, Series E, Flatbush Sewer 

Brooklyn City, Series E. Flatbush Sewer 

Brooklyn City Series E, Flatbush Sewer 31-35 

Brooklyn City, Park Improvement Loan 12 

Brooklyn City, Park Improvement Loan 11 

Dock Bond, City of New York 497 

Consolidated Stock, City of New York A-598 

Consolidated Stock, City of New York 5 

Consolidated Stock, City of New York 12 

Consolidated Stock, City of New York 2 

New York Extension Riverside Drive 15 

Public Sites, etc., City of Brooklyn 13 

School Building Bonds, City of Brooklyn 29 

Total 



» J^^. I 2 o o ^ 



5 3 3 3-^ ^ ^ 333^0-v"3 r 3 3^0333334435333333 
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SUMMARY. 

Municipal Bonds $1,042,007 00 

Bonds and Mortgages 102,000 00 



Total investments December 31, 1902 $1,144,007 00 



As the result of an examination ordered by the Commissioner, as Trustee 
of the securities held by the New York Fire Department Relief Fund, it 
was ascertained upon careful appraisement that, in consequence of a depre- 
ciation in the value of certain pieces of improved real estate in the borough 
of Brooklyn, upon which moneys of the fund had in former years been 
loaned on bond and mortgage, the sums thus placed were, in few instances, 
in excess of 50 per cent, of the value of the property. It was deemed 
advisable to reduce such loans, and it is being done under the guidance of 
the Corporation Counsel. 

Paid Widows and Orphans, Boroughs of Manhattan and The Bronx 



During Year 1902. 

Mary Daly, No. 191 East 76th street $300 00 

Margaret Blessing, St. Nicholas avenue 300 00 

Robert H. Levins, guardian, No. 51 Beach avenue 300 00 

Frances Lear, No. 6 Ackcrman street, Kingsbridge 300 00 

Rose M. Tobin, No. 416 West 55th street 1,000 00 

John A. Erb, guardian, No. 273 Spring street, West Hoboken, 

N. J 300 00 

Catherine Kilsheimer, No. 538 West 153d street 300 00 

Ellen Reilly, No. 397 Madison street • 300 00 

Katie Conry, No. 265 Ninth street, Brooklyn 300 00 

Mary J. Nicholson, No. 181 1 Third avenue 300 00 

Margaret Lanson, Stillwell avenue, Coney Island 300 00 

Mary A. Nolan, No. 303 East 89th street 300 00 

Mary Purdy, No. 820 Greenwich street 300 00 

Fannie O'Reilly, Belleville, N. J 300 00 

Mary Flvnn, No. 74 West 113th street 300 00 

Mary F. Berming-ham, North Tarry town, N. Y 300 00 
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Mary Lyons, No. 1341 Second avenue 300 00 

Charity A. Wilhelm, Hasbrouck Heights, N. J 300 00 

Lena Denton, guardian, No. 108 Charles street 300 00 

Annie M. Algeo, No. 696 East 147th street 300 00 

Annie Reinhardt, No. 423 Fifth street . % 500 00 

Dora McMahon, No. 41 West 140th street 300 00 

Sarah Prunty, No. 549 West 125th street 300 00 

Rachel Shuck, No. 235 West 66th street 300 00 

Annie E. Daly, No. 433 East 1226. street 300 00 

Catherine Maher, Bailey avenue, Kingsbridge 300 00 

Catherine Aukner, No. 107 West 98th street 300 00 

Margaret Macauley, No. 1055 4^th street, Brooklyn 300 00 

Margaret Henderson, Presbyterian Home, 73d street and 

Madison avenue ' 300 00 

Hannah M. Rooney, No. 131 Varick street 300 00 

Annie Flynn, No. 1833 Amsterdam avenue 300 00 

Geor^ana Birkett, Portchester, N. Y 300 00 

Josephine Willert, No. 286 Gregory avenue, Passaic, N.J..., 300 00 

Catherine Pettit, Xo. 62 East 133d street 300 00 

Julia E. Gray, No. 151 Ainslie street, Brooklyn 300 00 

Ann Leonard, No. 1394 Fourth avenue, Brooklyn 300 00 

Sarah Downey, Xo. 162 Carroll street, Brooklyn 300 00 

Emma C. Daniell, No. 483 Palisades avenue, Jersey City 

Heights, N. J 300 00 

Mary E. Dugan, No. 92 Ninth avenue 300 00 

Sarah J. McCann. No. 331 East 50th street 300 00 

Catherine M. Williams, Xo. 2227 Adams place 300 00 

Emeline Jacobus, Xo. 25 Bathgate avenue, Newark, N. J. . . . 300 00 

Angeline Forren, No. 32 Saratoga avenue, Brooklyn 300 00 

Bridget Herrity, Xo. 502 West 145th street 300 00 

Jane L. Flynn, No. 175 Jerome street, Brooklyn 300 00 

Margaret Huton, No. 182 Bedford avenue, Brooklyn 300 00 

Margaret McNeill, 952 East 149th street 300 00 

Katherine Mullen, No. 80% Jane street 500 00 

Emily Uhl, No. 32 Hallett street, Astoria, L. 1 300 00 
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Nellie McAllister, No. 146 Lewis street 300 00 

Madge Searle, 340 East 119th street 300 00 

Sarah Farrell, No. 2848 Broadway 300 00 

Charlotte Campbell, No. 229 Greene street, Brooklyn 300 00 

Elizabeth Mitchell, No. 219 East 85th street 300 00 

Louise McDonald, No. 802 East 145th street 300 00 

Martha Roberts, No. 198 Washington avenue, Newark, N. J. . 300 00 

Virginia M. Owens, No. 182 East 124th street 300 00 

Hester Morganroe, No. 74 East 119th street 300 00 

Mary Shandley, No. 407 East 119th street 300 00 

Adala McLane, No. 352 Lafayette avenue, Passaic, N. J 300 00 

Katie Fay, guardian, No. 1155 Second avenue ： 300 00 

Margaret McBride, No. 118 Waverly street, Yonkers, N. Y. . 300 00 

Isabella Gorniley, No. 667 Cauldvvell avenue 300 00 

Madaline Reich, guardian, No. 574 Herkimer street, Brooklyn. 300 00 

Julia E. Gray, No. 254 East Broadway 300 00 

Margaret McAvoy, No. 254 West 128th street joo 00 

Helen C. Florence, No. 629 East 1426. street 300 00 

Henrietta Watson, No. 336 West 145th street 300 00 

Theresa Conlin, No. 190 Prince street, Brooklyn 500 00 

Mclinda Banks, No. 70 Lake street, Portchester, N. Y 300 00 

^Iary A. Leary, No. 176 East 114th street 300 00 

Jennie Coughlan, guardian, No. 105 East 104th street 300 00 

Josephine G. Cain, No. 20 East 131st street 300 00 

Margaret Rankin, guardian, No. 843 Columbus avenue 300 00 

Mary Cavanaugh, No. 332 East 37th street 300 00 

Ellen Dunn, Xo. 338 East 66th street 300 00 

Martha E. Bowers, No. 433 Berry street, Brooklyn 300 00 

Mar'v Rul lough, Edgewater, N. J 300 00 

Annie H. Nash, Rochelle Park, N. J 300 00 

Maggie Loesch, No. 93 Essex street 300 00 

Catherine J. Du Flon, No. 329 Bedford avenue, Brooklyn . . . . 300 00 

Catherine Kennedy, No. 525 Second avenue 300 00 

Margaret Murphy, No. 333 East 93d street 300 00 

Elizabeth Riley, No. 914 Forest avenue 300 00 
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Elizabeth Wheeling, No. 167 Lee avenue, Brooklyn 300 00 

Lizzie Grinncwi, No. 2325 Bathgate avenue 300 00 

Jennie McCabe, No. 78 Washington place 300 00 

Ellen Sullivan, No. 114 Perry street 300 00 

Annie O'Conner, Junction, N. J 300 00 

Minnie Shaughnessy, No. 725 Main street, Peekskill, N. Y ... 300 00 

Mary A. Walsh, No. 334 East 11 8th street 300 00 

Louise Clark, West Hoboken, N. J 300 00 

Ellen Skahan, No. 182 Lexington avenue 300 00 

Samuel Jackson, guardian, No. 436 West 426. street 300 00 

Mary Jane Daly, No. 201 East 101st street ••• . 300 00 

Caroline Maner, No. 189 Ninth street, Jersey City, N. J 300 00 

Margaret Holloran, No. 347 East 27th street - •■ 300 oo 

Emma A. Hopper, No. 204 West 20th street 300 00 

Catherine Timon, No. 717 East 165th street 300 00 

Ellen Mahedy, No. 84 South 9th street, Brooklyn 300 00 

Mary Jane Levins, No. 169 East 108th street 300 00 

Sophia Jacobs, guardian, No. 63 Atlantic avenue, Brooklyn . . 200 00 

Roseanna Fogarty, Rye, N. Y 204 84 

Louise Cesar, Reading, Pa 300 00 

Julia Clendening, No. 106 Canal street, Jamaica, L. 1 300 00 . 

Mary Aitken, No. 348 Fifty-sixth street, Brooklyn 300 00 

Mary J. Murphy, No. 521 First avenue 300 00 

Hannah Kingsley, No. 213 West 104th street 300 00 

Mary Dunn, 300 East 35th street 300 00 

Ida Elizabeth Kent, No. 1175 Forest avenue 300 00 

Annie M, Hemsworth, No. 233 East 326. street 300 00 

Elizabeth Sheridan, No. 118 East 89th street 300 00 

Ellen Wright, No. 249 West 18th street 300 00 

Mary Stack, No. 11 72 Fulton street, Brooklyn 300 00 

Catherine Vincellette, No. 489 Eighth avenue 300 00 

Annie Schaller, No. 105-East 122A street 300 00 

Martha W. Shay, No. 597 East 136th street 300 00 

Mary Holton, No. 159 West 63d street 300 00 

Sarah Larkin, No. 139 Engert avenue, Brooklyn 300 00 
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Anna A. Anderson, No. 846 East 158th street 300 00 

Harriet McKiernan, 170th street and Inwood avenue 300 00 

Elizabeth M. Hart, Marion avenue, Fordham 300 00 

Isabella Aspell, No. 651 St. Ann's avenue 225 00 

James E. Powers, guardian Aspell Children 75 00 

Alida Henderson, No. 350 West 18th street 300 00 

Catherine Willett, No. 720 East 160th street . : 300 00 

Lucina A. Landes, No. 494 Robbins avenue 300 00 

Annie Oakley, No. 708 Union avenue 700 00 

Frances Coudron, Morris Park, L. 1 300 00 

Mary Scott, No. 273 West 12th street ^00 00 

May Vere Grace, No. 210 Putnam avenue, Brooklyn 62 90 

Annie Bulger, No. 119 Pacific avenue, Brooklyn 300 00 

Emily M. Farlow, No. 1126 Fox street 300 00 

Ann Gonoud, Bank of B. N. A., Kinallyduff, Ireland 300 00 

Anna Kelly, Kingston, N. Y 300 00 

Annie E. McNamara, No. 204 Monroe street 300 00 

Annie Teare, No. 633 Greenwich street 300 00 

Catherine Martin, No. 883 East 165th street 300 00 

Louisa Jones, No. 329 East 10th street 300 00 

Maggie Carten, No. 5 Wayne street, Jersey City, N. J 300 00 

Eliza Quackenbush, No. 883 Columbus avenue 225 00 

Margaret Hudson, 2413 Eighth avenue 300 00 

Annie Rothenhausler, No. 1585 Second avenue 300 00 

Margaret McKelvey, No. 500 West 35th street 300 00 

Mary Murray, No. 4 Reid street, Brooklyn 300 00 

Catherine Mead, No. 326 East 55th street 300 00 

Annie Smith, No. 27 Beukard street, Newburg, N. Y 500 00 

Agnes J. Fergus, No. 238 West 17th street 300 00 

Isabella J. Doncourt, No. 1759 Washington avenue 300 00 

Catherine McCarthy, No. 113 West 49th street 300 00 

Ella Gansmann, No. 218 West 123d street 300 00 

Nellie F. Coleman, No. 648 East 16th street 300 00 

Margaret E. Knight, No. 143 West 36th street 300 00 

Elizabeth Morris, No. 626 East 17th street 300 00 
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Lizzie Jones, No. 749 East 175th street 3°° 00 

Mary C. Malloy, No, 72 Avenue D 3°° 00 

Mary Deary, guardian, No. 321 East 20th street 200 00 

Margaret Walsh, No. 86 Thompson street 500 00 

Margaret Sofield, West 170th street and Edgecombe avenue . . 300 00 

Ida Godfrey, No. 353 West 16th street 300 00 

Mary Goetsch, guardian, No. 474 Ninth avenue 300 00 

Caroline M. Feris, No. 165 West 10th street 300 00 

• Cecilia Dunn, No. 338 East 66th street 300 00 

Grace G. Day, Lewis street, Van Nest Park 300 00 

Eliza McKowan, No. 66 Charlton street 300 00 

Maria Stone, No. 243 East 31st street 300 00 

Lena Stanton, 238th street, Woodlawn Heights 300 00 

Mary Zwickert, No. 670 East 147th street 300 00 

Anna Kenny, No. 213 West 88th street 300 00 

Thomas McGrath, guardian, City Island 50 00 

Mary Williamson, guardian, Oakland place, East Tremont. . 300 00 

Ellen E. O'Keefe, No. 574 East 146th street 300 00 

Louisa Messer, No. 27 Morningside avenue 300 00 

Annetta I. Van Orden, No. 238 Ninth avenue 300 00 

Elizabeth L. Taft, No. 31 Bank street 300 00 

Lizzie J. Stancliffe, No. 219 West 104th street 300 00 

Alice E. King, No. 9 Charlton street 300 00 

Mary A. Smith, No. 415 First avenue • 300 00 

Ellen Neuroth, No. 681 East 152(1 street 300 00 

Margaret Farley, Tottenville, S. 1 300 00 

Mary Walker, No. 85 Christopher street 300 00 

Margaret Monroe, No. 52 Laight street 300 00 

Mary A. Jerolomen, No. 158 West 141st street 300 00 

Sarah A. McKnight, No. 308 East 18th street 300 00 

Ellen Sweeney, No. 45 Rutgers street 300 00 

Catherine Mc Parian, No. 203 East 25th street 300 00 

Catherine Stephenson, No. 109 Second avenue 300 00 

Annie Grady, No. 157 East 38th street 1,000 00 

Elizabeth Mulhave, No. 728 Third avenue 96 43 



i8o 



Henrietta Adams, No. 407 East 5th street 300 00 

Mary A. Riley, No. 2310 Seventh avenue 300 00 

Sarah J. Hall, No. 595 East 135th street 300 00 

Mary Williams, No. 613 Lexington avenue, Brooklyn 300 00 

Catherine A. Shaw, No. 105 East 90th street 300 00 

Ella Chenu, No. 236 West 16th street 300 00 

Catherine McCormick, No. 155 Sixty-third street 300 00 

Elizabeth Muller, Hackensack, N. J 300 00 

Catherine Fisher, No. 2I3 East 48th street 300 00 

Mary Wiedman, No. 213 East 48th street 300 00 

Carrie English, No. 253 Greene avenue, Brooklyn 500 00 

Julia A. Murphy, No. 523 West 124th street 300 00 

Anna A. Gillies, No. 314 West 71st street 300 00 

Mary F. Reilly, No. 158 East 127th street 300 00 

Nora Kelly, No. 457 West 47th street 300 00 

Anna M. Shaw, No. 310 West 18th street 1,000 00 

Margaret Linden, No. 2514 8th avenue - 300 oo 

Leida Reeves, No. 52 West 99th street 300 00 

Rosie Volkhart, No. 1732 Amsterdam avenue 303 00 

Maria Griffith, No. 408 Lenox avenue 300 00 

Phoebe Ellen Van Orden, Gravesend Beach 300 00 

Margaret E. Kennedy, No. 124 West 124th street 162 50 

Elizabeth Newman, Tremont avenue, Long Island City . -.. 300 oo 

Sarah McLaughlin, No. 167 East 90th street 300 00 

Amanda M. Hunt, Guilford, Conn 300 00 

Senna W. Mount, No. 2602 Pennsylvania avenue, Washing- 
ton, D. C 300 00 

Clara Jacoby, No. 319 East 125th street 300 00 

Hester E. Hughes, Peekskill, N. Y 300 00 

Lucy Ennis, Springfield, Mass 300 00 

Rose Walsh, Keesville, N. Y 30c 00 

Catherine Kelly, Port Richmond, S. 1 300 00 

Mary T. Taylor, Whitestone, L. 1 300 00 

Mary L. Waif, Result, N. Y 300 00 

Carrie A. Bush, Lakevievv, N. J 300 00 
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Lizzie E. Parker, Worcester, Mass 300 00 

Mary McMamee, No. 179 East 105th street 300 00 

Harriett M. Nash, Naugatuck, Conn 300 00 

Catherine Smith, Kingsbridge, N. Y 300 00 

Martha Douglas, No. 21 West 74th street 300 00 

Mary E. Hardy, guardian, No. 101 Barrow street 500 00 

Mary Spence, Bath Beach, Brooklyn 300 00 

Margaret Springstein, Jersey City Heights, N. J 300 00 

Johanna T. Feeney, No. 403 East 60th street 300 00 

Ellen Fitzpatrick, Naugatuck, Conn 300 00 

Adelaide B. Gulick, No. 73 West 124th street 300 00 

Elizabeth Ransom, Plainfield, N. J 300 00 

Catherine B 一 McCarthy, No. 1 13 West 49th street 15 00 

Mary Wogan, No. 807 Columbus avenue 300 00 

Sarah A. Dwyer, No. 226 West 67th street 300 00 

Mary Clark, Flushing, L. 1 300 00 

Delia Connors, No. 1113 1st avenue 300 00 

Margaret Ward, No. 739 Wythe avenue, Brooklyn 300 00 

Bridget McAuliffe, No. 286 Berry street 300 00 

Thomas McCann, guardian, No. 82 Jane street 300 00 

Henrietta Hood, No. 172 West 99th street 300 00 

Sarah S. Richmond, No. 504 West 129th street 300 00 

Mary Hanrahan, No. 206 East 70th street 300 00 

Carrie M. Mond, guardian, No. 928 1st avenue 300 00 

Annie V. Deari, No. 107 West 127th street • 300 00 

Ella Gallagher, No. 758 Myrtle avenue, Brooklyn 300 00 

Annie Featherstone, Tliompsonville, Conn 700 00 

Mary B. Bradley, Williamsbridge, N. Y 300 00 

Kate Stone, No. 548 East 1426. street 300 00 

Annie Geary, No. 518 East 1 18th street 700 00 

Ella Pitzer, Fordham street, City Island 300 00 

Frederica del Armitage, No. 2109 7th avenue 300 00 

Eliza I. Jonas, No. 1320 47th street, Brooklyn 300 00 

Mary Calnan, No. 85 King street 200 00 

Carrie L. Fetter, Yonkers, N. Y 300 00 
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Josephine Murtha, No. 633 1st avenue 

Mary Soden, No. 876 Greene avenue, Brooklyn 300 00 

Magdalena Bauer, Williainsbridge, N. Y 300 00 

Mary E. Barry, No. 58 East 98th street 300 00 

Delia Starrs, No. 570 East 174th street 300 00 

Ann E. Trainor, No. 339 Willis avenue 300 00 

Katherine Metzler, No. 206 East 41st street 300 00 

Bridget Reynolds, No. 349 East 18th street 300 00 

Lizzie Fleming, No. 1722 Webster avenue 300 00 

Matilda Gard, No. 306 St. Ann's avenue 300 00 

James J. Carolan, guardian, No. 940 8th avenue 300 00 

Sarah L. Jewell, No. 221 East 124th street 300 00 

Amelia Ryan, No. 11 50 Union avenue 690 27 

Mary F. Butt, No. 227 East 26th street 278 33 

Margaret Scherb, guardian, No. 310 East 1226. street 281 66 

Eva M. Alurray, No. 301 West 127th street 174 16 

Dora B. Delaney, No. 1100A 4th avenue, Brooklyn 157 50 

Mary Bowen, No. 465 2d avenue 290 28 

Hannah Garcia, No. 216 East 47th street • 125 00 

Fannie A. Hern, No. 232 West 71st street 87 97 

Margaret V. O'Halloran, No. 80 Morton street 102 50 

Julia M. Cox, Deep River, Conn 89 51 

Mary E. Moore, No. 377 College avenue 82 26 

Bridget Clare, No. 471 Manhattan avenue 91 93 



Total $86,268 04 



Paid Widows and Orphans, Boroughs ov Brooklyn and Queens During 

Year 1902. 

Mary C. Beardall, No. 416 Carlton avenue $300 00 

Elizabeth Dwyer, No. 158 Hoyt street 300 00 

Harriett R. Frost, Albany, N. Y 300 00 

Annie Hanley, No. 251 Thirteenth street 300 00 

Sarah J. Jones, No. 191 Frost street 300 00 

Mary McQueenie, No. 170 South Elliott place 300 00 
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Mary Nolan, No. 239 Frost street 300 00 

Mary Read, No. 69 Eighth avenue 181 67 

Elizabeth Asmus, No. 669 Bushwick avenue 300 00 

Catherine Butler, No. 491 State street 300 00 

Catherine Baldwin, No. 706 Grand street 300 00 

Mary Bennett, No. 153 Fourteenth street 300 00 

Almira Belden, No. 179 Ainslie street 300 00 

Lillian Wood, guardian, No. 258 Fifty-fourth street 300 00 

Catherine J. Connor, No. 1068 Bedford avenue 300 00 

Henrietta Connor, No. 65 Buffalo avenue 300 00 

Sophia Cameron, No. 1501 Fulton street 300 00 

Ellen Callaghan, No. 1007 Fortieth street 300 00 

Emma M. Chin, No. 494 Fifth avenue 300 00 

Mary A. Cartwright, No. 76 Berry street 300 00 

Katie Clark, No. 82 Union avenue 300 00 

Amelia Cowden, No. 33 Ross street 300 00 

Catherine Constant, No. 647 Willoughby avenue 300 00 

Annie M. Casey, No. 111 Myrtle avenue 300 00 

Catherine Curry, No. 40 Fourth street 300 00 

Julia Cassidy, No. 194 Lexington avenue 、 300 00 

Elizabeth Donnelly, No. 99 Gold street 300 00 

Bridget Dunford, guardian, Court and Luquer streets 300 00 

Alice T. Donnelly, No. 214 South Second street 300 00 

Maggie Delamater, guardian, No. 1115 Decatur street 300 00 

Emily Delahanty, No. 73 Oakley street 300 00 

Catherine Fitzgerald, No. 129 Vanderbilt avenue 300 00 

Margaret Farrell, No. 155 Bergen street 300 00 

Julia A. Ford, No. 196 Roebling street 300 00 

Frances Farrell, No. 128 Douglass street 300 00 

Catherine Fay, No. 264 State street 300 00 

Mary Flood, No. 119 Eagle street 300 00 

Anna Farrell, No. 192 Emerson place 300 00 

Ellen Finn, No. 78 Tillary street 300 00 

Mary E. Fritschler, No. 151 Twenty-fifth street • 300 00 

Margaret F. Ford, No. 673 Sixth street 300 00 



184 



Eva Friel, No. 373 Classon avenue 300 00 

Mary Ann Fohey, No. 1045 Third avenue 300 00 

Mary A. Geary, No. 102 Gold street 300 00 

Susan K. Goodwin, No. 63 Lawrence street 300 00 

William Gamble, guardian, No. 140 Sands street 300 00 

William M. C. O'Brien and Catherine Holland, No. 350 South 

First street 12 50 

Mary G. Gardner, No. 182 Rockaway avenue 300 00 

Maria Gallagher, No. 617 Bainbridge street 300 00 

Mary Ellen Gregory, No. 465 St. John's place 300 90 

Elizabeth Hickey, No. 193 Ainslie street 300 00 

Mary A. Healy, No. 79 Carroll street 300 00 

Mary A. Higgins, No. 299 Tompkins avenue 300 OO 

Ellen Howard, No. 141 North Third street 300 00 

Elizabeth Head, No. 311 Lorimer street 300 00 

Annie Hineson, No. 117 Division avenue 300 00 

Lizzie F. Johnston, No. 246 Bay Ridge avenue 300 00 

Mary Keegan, No. 26 Woodbine street 300 00 

Bridget Kelly, No, 89 Schaeffer street 300 00 

Mary Keenan, No. 187 Fifty-eighth street 300 00 

Henrietta Ketcham, No. 679 Decatur street 300 00 

Bridget T. Keegan, No. 24 Fort Greene place 300 00 

Mary A. Lee, No. 1049 Pacific street 300 00 

Sarah Irene Lane, No. 94 India street 300 00 

Margaret Linker, No. 26 Bushwick avenue 300 00 

Catherine E. Murray, No. 873 Lafayette avenue 300 00 

Mary F. Mackin, No. 66 Cooper street 300 00 

Mary A. M alone, No. 289 Herkimer street • 300 00 

Elizabeth Mallon, No. 10 Clermont avenue 300 oo* 

Minnie Morton, No. 242 Franklin avenue 300 00 

Mary McDevitt, No. 145 North Sixth street 300 00 

Catherine McMail, No. 823 Broadway 300 00 

Mary McKay, No. 180 Eckford street • 300 00 

Mary McElroy, No. 954 Gates avenue 300 00 

Mary McKeever, No. 147 Ainslie street • 300 00 
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Nellie McKeon, No. 1449 Seventy-second street 300 00 

Johanna McHugh, No. 104 Bedford avenue • 300 00 

Elizabeth McGowan, No. 881 Pacific street 300 00 

Margaret McLaughlin, No. 58 Concord street ： 300 00 

Charles McDonough, guardian, No. 795 Willoughby avenue 300 00 

Jennie McKeon, No. 61 Joralemon street • 300 00 

Bridget McCarthy, No. 462 Henry street 300 00 

Mary Olmstead, No. 527 Leonard street 300 00 

Mary Oates, No. 588 Henry street 300 00 

Isabella O'Connor, No. 123 Dean street 300 00 

Annie Rogers, No. 954 Pacific street 300 00 

Mar.y F. Roche, No. 275 Degraw street 300 00 

Elizabeth Ryan, No. 106 Johnston street 300 00 

Catherine L. Ryan, No. 62 Kent avenue 300 00 

Mary A. Short, No. 994 Nostrand avenue 300 00 

Robert J. Smith, guardian, No. 130 Seventh street, Long 

Island City • • 300 00 

Rebecca Schulz, Manhasset, L. 1 300 00 

Millie Travis, No. 275 South Fifth street 300 00 

Amy J. Tierney, No. 22 Logan street 300 00 

Annie T. Virtue,. No. 199 Tillary street 300 00 

Mary Whitford, No. 90 Cedar street 300 00 

Isabella F. Wallace, No. 151 Ainslie street 300 00 

Elizabeth J. Youngs, No. 801 Madison street 300 00 

Josephine Roberts, No. 264 Eckford street 700 00 

Annie Murphy, No. 328 Carroll street 300 00 

Josephine T. O'Byrne, Hoboken, N. J 300 00 

Annie Geroghty, Ovingtoh street 300 00 

Elizabeth A. Boyne, No. 243 Forty-ninth street 700 00 

Sarah A. Keveney, No. 66 Hayward street … 300 oo 

Mary A. Fanning, No. 308 Hicks street 300 00 

Emma M. Doyle, guardian, No. 287 Clermont street 300 00 

Emily Reiley, No. 559 Hamburg avenue 300 00 

Harriet Beesley, guardian, No. 266 Skillman street 300 00 

James F. Connolly, guardian, No. 57 Prospect street 300 00 
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Annie Lamb, No. 220 Willoughby avenue 300 00 

Sarah Kershaw, No. 65 Carlton avenue 310 48 

James F. Hunter, guardian, No. 990 Pacific street 297 50 

Margaret McDonough, No. 16 Bridge street 259 68 

Mary Dowd, No. 98 Hunter avenue, Long Island City 238 70 

Margaret Tobin, No. 213 North Sixth street 1,575 00 

Maggie Schmitt, North Eighth street and Bedford avenue . ... 211 30 

Sarah A. Gunning, No. 732 Dean street 一 158 34 

Ellen Gorman, No. 209 Fifty-ninth street 133 33 

Hannorah Cooney, No. 54 Pacific street 216 39 

Michael Cooney, No. 54 Pacific street 216 39 

Minnie Meyer, Dooley street, Sheepshead Bay 130 cxd 

Margaret A. Dains, Bating Hollow, N. Y 113 33 

Eliza F. Brymer, No. 583 McDougal street 131 17 

Mary E. Irwin, No. 337 Second street 82 26 

Margaret E. Maguire, No. 1054 Third avenue 50 81 

Laura Livingston, Neptune avenue, Coney Island 44 17 

Ellen Dale,- No. 271 Hicks street 33 34 



Total $37，596 36 



Paid Retired Men, Boroughs of Manhattan and The Bronx During 

Year 1902. 

James Commiskey, No. 473 Fifth avenue, Brooklyn $433 32 

George W. Berrien, No. 105 West Seventeenth street 624 96 

Thomas Henry, Congers, Rockland County, N. Y 600 00 

John McNamara, No. 163 Madison street 600 00 

Edward McGaffney, No. 502 East Fifteenth street … 999 96 

Albert Hallenbeck, Copake, Columbia County, N. Y 624 96 

James A. Cullen, Pleasantville, Westchester County, N. Y. . . 600 00 

William A. Robinson, No. 1330 Sixty-second street, Brooklyn 600 00 

Alexander Sharp, P. O. Box 54, West Nyack 600 00 

James Horn, No. 71 Barrow street 650 04 

Albert Cox, P. O. Box 473, Deep River, Conn 322 21 
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Elisha Van Brunt, No. 737 DeKalb avenue, Brooklyn 

Joseph R. Hanvay, No. 352 Pulaski street, Brooklyn 

James H. Campbell, No. 2651 Eighth avenue 

Ambrose L. Austin, No. 63 East Twentieth street, Paterson, 

N.J 

David Closey, No. 25 1 West Thirty-seventh street 

Washington Montayne, College Point, L. I 

Daniel Shevlin, Tannersville, Green County, X. Y 

Joseph F. Flock, No. 258 West Tenth street 

James Kenney, No. 252 West Thirty-second street 

Patrick Foy, No. 787 Crotona avenue 

Robert Beattie, No. 56 West One Hundred and Twenty-eighth 

street 

Daniel Dempsey, No. 298 Madison street . . • 

John C. Post, Tom's River, X. J 

Alfred Connor, No. 219 Bay Ridge avenue, Brooklyn 

William Riker, No. '827 Vineyard place 

John \V. Miller, No. 776 East One Hundred and Sixty-third 

street 

Eli Bates, No. 434 East One Hundred and Sixteenth street . . . • 

William Frost, No. 1079 Washington avenue 

John McDermott, No. 1 13 East One Hundred and Sixteenth 

street 

John W. Van Orden, No. 1867 Park avenue 

Morris W. Roberts, No. 726 East 119th street 

Charles J. Williams, No. 330 West Xinety-sixth street 

Gustav Kosmak, West Arver le 

Andrew Gilmartin, Third avenue, between Ninety-first and 

Ninety-second streets, Brooklyn 

Samuel M. Pattison, No. 2032 Madison avenue ：… 

Michael Corcoran, No. 161 West 100th street 

John McClane, City Island 

Robert Olmstead, Armonk, Westchester County, X. Y 

John A. Munger, No. 67 West 127th street 



508 33 
600 00 
600 00 

600 00 
600 00 
650 04 
600 00 
600 00 
500 04 
600 00 

600 00 
600 00 
600 00 
600 00 
399 96 

1,2.50 04 
2,349 96 
750 00 
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Gilbert R. Merritt, No. 1465 Broadway, Brooklyn 600 00 

Charles O. Shay, No. 79 Sixth avenue 2,499 9^> 

William Pfadenauer (Caroline Morgan, Com.), No. 84 West 

54th street, Bayonne, N. J 699 96 

Michael Brady, No. 328 West 47th street 600 00 

John Fulton, No. 558 West 170th street 600 00 

Henry R. Burger, No. 25 Sharp avenue, Tower Hill, S. 1 600 00 

Charles W. Smith, No. 218 Willis avenue 600 00 

Thomas Corson, P. O. Box 41, East River, Conn 600 00 

William West, Rapaley and West avenue, Corona, L. 1 600 00 

George K. Whikehart, No. 957 Orchard street, Peekskill, N.Y. 600 00 

John Howe, P. O. Box 39, Whitestone, L. 1 699 96 

Robert Mullen, No. 166 East 119th street 69^) 96 

Charles Shordon, No. 339 Church street, Bethlehem, Pa 600 00 

Timothy McAuliffe, No. 29 Henderson avenue, West Brigh- 
ton, S. 1 600 00 

James Roach, No. 71 East 106th street • 600 00 

Marks Arkison, No. 5 North 3d street, Hudson, N. Y 699 96 

Owen Hart, No. 273 West 127th street 600 00 

Lawrence Reynolds, No. 160 West 127th street 600 00 

John O'Connell, No. 418 West 18th street , 600 00 

Patrick J. Conwolly, No. 1， No. 1221 Tinton avenue 1,080 00 

James Hackett, No. 62 Manhattan street 600 00 

James R. Rodman, No. 112 West 124th street 699 96 

Ezra N. Lefferts, Pleasantville, N. Y 699 96 

Thomas McMurray, No. 341 West 24th street 699 96 

Charles G. Paul, No. 815 Jackson avenue 699 96 

Owen McNinney, No. 451 West 35th street 699 96 

Joseph McVeagh, No. goo Myrtle avenue, Brooklyn 699 96 

Rossman Huested, No. 350 Warren street, Hudson, N. Y. . . . 600 00 

John J. Kane, North Pater son, N. J 600 00 

Hugh Kittson, No. 671 East 143d street 1,080 00 

Robert A. Reynolds, No. 205 East 14th street 699 96 

Frederick Neubauer, No. 346 East 59th street 600 00 

John Monahan, No. 1 1 1 Lewis street, Brooklyn *. 600 00 
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William J. Noble, No. 174 West 97th street 600 00 

John A. Cowie, Ossining, N. Y 1,080 00 

Samuel Reed, No. 1382 Gates avenue, Brooklyn 900 00 

Bernard J. Reilly, Buchanan place, Fordham Heights, Bronx 900 00 

Theodore Dakin, No. 61 South avenue, Mariners' Harbor, S.I. 600 00 

Benjamin F. Morris, Amityville, L. 1 600 00 

Joseph F. McGill, No. 126 Waverley place 1,650 00 

Daniel Mannix, No. 443 East 78th street 600 00 

George L. Crum, "No. 120 Broadway 750 00 

William R. Massie, No. 200 West 98th street ； 799 92 

August Levi, No. 56 East 108th street 699 96 

Francis Kerrigan, No. 115 West ipth street 900 00 

James Brady, No. 69 East I22d street 699 96 

Dennis M. Maguire, No. 23 Terhune street, Jersey City, N. J. '799 92 

William F. Flock, No. 160 Greenwich street 900 00 

Thomas Walsh, No. 225 West 36th street . . , : 699 96 

James Neely, No. 470 Lenox avenue 799 92 

John C. Froboesc, No. 74 Dupont street 699 96 

Henry Lerch, No. 3007 Third avenue 699 96 

James Clare, No. 471 Manhattan street 421 27 

John Friedrich, No. 334 East 32c! street 234 68 

James Delancy, No. 1， No. 149 Beach street, Flushing, LI... 277 50 

Gustavc G. Nagel, Xo. 430 East 6th street 900 00 

James H. Ballentine, Xo. 867 Gates avenue, Brooklyn 699 96 

Timothy Regan, No. 105 East 90th street 799 96 

Charles L. Morris, Xo. 163 Broad street, Stapleton, S. 1 699 96 

"\yilliam D. Fraser, Monsey, Rockland County, N. Y 1,080 00 

Walter Homer, No. 203 Washington street, Hoboken, N. J. . 799 92 

Richard Rowe, No. 292 Alexander avenue 1,650 00 

Thomas B. Shea, Poplar street, near Forest sfreet 799 92 

Richard P. Moore, Lind avenue and Union street 999 96 

Christopher C. Flick, No. 1962 Seventh avenue 799 92 

John Falvey, Xo. 2971 Decatur avenue 1,080 00 

Henry M. Ahrens, Audubon avenue and 170th street 799 92 

James E. Nolan, No. 461 Noe avenue 699 96 



T90 



William Grace, Cold Spring, Putnam County, N. Y 799 92 

Martin Cook, No. 194 57th street, Brooklyn 1,080 00 

John Murphy, No. 699 East 145th street / 900 00 

Francis Carey, No. 257 West 69th street 900 00 

Samuel Wood, No. 143 Powell street 699 96 

William J. Renshaw, No. 8 Beach terrace 600 00 

John P. Walsh, No. 1 Catharine street 699 96 

James H. Frederick, No. 941 Dawson street 799 92 

Michael Commerford, No. 341 East 77th street. . 1,080 00 

Lawrence Ryan, No. 893 Morris avenue 799 92 

William Quirk, No. 442 East 87th street 1,080 00 

James Kelly, No. 2, No. 409 East 19th street 699 96 

Edward F. Quinn, No. 46 South 8th street, Brooklyn 699 96 

Henry Gosler, No. 511 East 84th street 699 96 

Charles F. Gunner, No. 2642 8th avenue 799 92 

Henry Ehlert, No. 134 French street, New Brunswick, N. J. . . 699 96 

Mier A. Weiner, No. 1076 Brooks avenue 699 96 

George E. Sembler, West Point Pleasant, N. J 799 92 

John E. Hyatt, No. 2177 Third avenue 699 96 

Charles V. Ryer, No. 211 Woodruff avenue 799 92 

John A. McNicol, Spring Valley, X. Y 699 96 

Hugh D. McCabe, No. 282 Bleecker street 699 96 

Clement L. Daniels, 'No. 311 East 114th street 900 00 

Charles E. Bensel, No. 850 McLane avenue, Yonkers 799 92 

Thomas W. Geary, No. 865 Third avenue 699 96 

Richard J. Shannon, No. 1025 Tinton avenue 799 92 

William H. Farrell, No. 558 East 140th street 699 

John Lynagh, No. 675 East 162c! street 699 

John Murray, No. 1， 165th street and Amsterdam avenue . . . . 699 

Matthew O'Brien, No. 506 West 43d street 699 

James Flood, 160th street and Amsterdam avenue 699 

John H. Mertens, No. 1331 Washington avenue 799 92 

John Mc Parian, No. 880 East 134th street 699 96 

William E. Lawrence, No. 8o l / 2 Java street, Brooklyn 699 96 

Isaac M. Ford, No. 373 Pine street, Brooklyn 799 92 
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Thomas B. Green, P. O. Box 181, Saratoga Springs, N. Y. . ^"699 96 

Hugh Bonner, No. 636 West End avenue 3.000 00 

Luke McSherry, No. 121 Hoe avenue 699 96 

David Connor, Xo. 1309 Clinton avenue 1,080 00 

Charles McNamee, No. 1733 Amsterdam avenue 1,080 00 

Patrick McCarthy, No. 716 East 169th street 900 00 

Michael Conlon, No. 59 Marion street 649 15 

John Foley, No. 759 Hart street, Brooklyn 699 96 

John Jennings, St. Anthony s, Denver, Col 533 28 

Coleman J. Burke, No. 1117 Westchester avenue 1,080 00 

Edward S. Moore, Highgatc, Vt 900 00 

Robert' Geddis, Xo. 201 West 88th street 699 96 

Luke Welsh, Xo. 153 West 83d street • 699 96 

liernard C. Blair, No. 459 East 57th street 699 96 

Alfred O. Pinson, No. 65 East 130th street 699 96 

William Whit ten, Congers Station, N. Y 799 92 

Charles H. Perley, No. 145 Halsey street. Brooklyn 1,080 00 

Walter H. Jones, No. 159 East 123d street 900 00 

James A. Campbell, No. 404 College avenue 900 00 

Henry Schuck, Xo. 997 Ogden avenue 900 00 

John Barber, Boston avenue, Kingsbridge 1,080 00 

Martin Kelly, No. 103 East 113th street 799 92 

John Barrett, No. 208 East 85th street 799 92 

John McNalh r , No. 412 East 16th street 699 96 

John A. Ripple, No. 157 West 98th street 699 96 

John T. Hanlon, Forest street, Westchester County 699 96 

John McCarthy, No. 2, No. 187 Monroe street 1,080 00 

William Strout, Xo. 16 East 111th street 699 96 

William J. Colby, No. 100 Fifth street. Williamsbridge i，o8o 00 

Michael Curley, Xo. 556 West 150th street 699 96 

Patrick O'Brien, Xo. 1, No. 83 Morton street . . 1,080 00 

Joseph Povnton, No. 364 Lenox avenue 1,080 00 

Charles Margison, P. O. Box 23, Hollis, L. 1 900 00 

Thomas C. Loughrey, Xo. 46 West 69th street, Brooklyn .... 699 96 

Andrew Gaffnev, No. 514 Tenth street, Brooklyn 1,080 00 
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John J. Golden, No. 989 East 170th street 1,080 00 

Peter Funk, No. 610 Tenth avenue 699 96 

Richard Nodine, No. 270 West 141st street 699 96 

Albert Nissen, Avenue H and New York avenue, Flatbush, 

Brooklyn 699 96 

Michael P. Crowley, No. 272 West 131st street 900 00 

William J. Cook, No. 565 West 187th street 1,650 00 

* Thomas J. Burke, No. 147 Brooke avenue 699 96 

William F. Hayes, No. 355 East 11 6th street 1,080 00 

John Castles, No: 569 West 183d street 1,650 00 

Samuel Banta, No. 162 Academy street, Jersey City, N. J. . . . 900 00 

James McCutcheon, No. 134 West 103d street 1,080 00 

Thomas Coyle, No. 326 West 34th street 900 00 

George T. F. Harris, No. 250 East 50th street 699 96 

Adolph J. Peterson, No. 2496 Eighth avenue 900 00 

Michael J. Dowling, No. 565 East 155th street 699 96 

Samuel T. Warren, No. 85 Nedford street ■• 699 96 

William McNulty, No. 178 18th street, Jersey City, N. J 466 56 

Dennis Meehan, No. 69 V anderbilt avenue, Brooklyn 799 92 

Charles L. Kelley, P. O. Box 384, Babylon, L. 1 1,080 00 

Peter Barrett, No. 499 East 140th street 699 96 

Samuel B. Ryer, No. 45 North 9th street, Mt. Vernon 699 96 

Charles W. Lamoreaux, .No. 1059 Jackson avenue 799 92 

Christopher M. Garland, No. 44 Horatio street • 799 92 

Albert F. Louis, P. O. Box 486， Stratford, Conn: 900 00 

Edward S. Smith, No. 146 East 52c! street 900 00 

Thomas Kelly, No. 1, No. 27 Barrow street 900 00 

Archibald Robinson, No. 336 W est 51st street 699 96 

Patrick J. Gilroy, No. 727 Eighth avenue 466 56 

William E. Dodge, No. 1993 Webster avenue 699 96 

Isaac C. Weeks, No. 1885 Bathgate avenue 699 96 

Edward J. Quinn (Esther Quinn, Com.), No. 22 Lenox ave- 
nue 333 24 

William W. Brown, No. 225 South 10th street, Mt. Vernon . . 1,080 00 

Alexander McDonald, No. 665 East 135th street 1,080 00 
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Daniel J. Meagher, No. 32 Chestnut street, Albany, N. Y. ... 1,080 00 

Matthew Hicks, No. 737 East 143d street 1,080 00 

Samuel Best, No. 352 West 56th street 1,080 00 

William H. Cox, No. 435 West 46th street 960 00 

James Kelly, No. 1, No. 729 Amsterdam avenue 699 96 

James Finn, No. 164 East 89th street 927 00 

John Welsh, No. 243 East 53d street 1,650 00 

Thomas \V. Relyea, No. 208 West 85th street 699 96 

Richard Hyland, No. 862 East 168th street 699 96 

Thomas P. Gibney, No. 528 West 133d street 900 00 

Daniel Duggan, No. 242 East 71st street 699 96 

Daniel Bradley, No. 515 East 146th street 1,080 00 

Patrick Donohue, No. 1094 Franklin avenue 1,080 00 

Patrick Trainor, No. 224 Spring- street 699 96 

Philip Ramce, New Hamburg, Dutchess County 799 92 

George Shaw, No. 1887 Vyse avenue • 799 92 

Daniel Lyons, No. 1781 Eastern parkway, Brooklyn 699 96 

Terrence P. Brennan, No. 1442 48th street, Brooklyn 900 00 

Michael A. Reilly, Hempstead, L. 1 1,080 00 

John McCarrick, No. 537 East 151st street 699 96 

William Browning, No. 529 West 145th street 1,080 00 

John Finn, No. 32 Oliver street 1,080 00 

Joseph H. Derry, No. 117 Cedar street 799 92 

James Hamilton, No. 2274 Seventh avenue 7^)9 02 

John H. Griffin, No. 316 East I22d street 699 96 

Peter Mulvehill, No. 551 55th street, Brooklyn 699 96 

Joseph Grady, No. 2335 Seventh avenue 1,080 00 

John H. Kehoe, No. 356 East 57th street 1,650 00 

Jacob J. Schaller, No. 2352 Lexington avenue 699 96 

Joseph F. Walsh, Kiamesha, Sullivan County, N. Y 900 00 

Herman Busse, No. 489 Amsterdam avenue 799 92 

George Moore, No. 1, No. 377 College avenue 391 37 

Thomas C. Carroll, No. 170 Beach avenue 699 96 

David Hyde, No. 18 Watts street 1,080 00 

Timothy J. Coughlan, No. 452 West 48th street 799 92 
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Lawrence McKenna, No. 1766 Amsterdam avenue 699 96 

Charles Frost, Xo. 225 West 14th street 799 9 2 

John Knapp, No. 1, Xo. 67 Madison street 699 96 

Richard J. Norris, Roslyn, N. Y. . . 1,080 00 

Roland H. Lanzer, Xo. 951 East 133d street 699 96 

Henry P. Reilly, No. 365 West 24th street 1,080 00 

Edward Stack, No. 312 Union street 1,080 00 

John Duffy, No. 1, No. 568 Amsterdam avenue 699 96 

Louis Hellner, White Plains avenue and 3d street, Williams- 
bridge 1,080 00 

Hay ward A. Hibbard, No. 731 Amsterdam avenue 799 92 

William H. Keenan, Xo. 852 Union avenue 699 96 

Clarence E. McNielie, No. 427 West 48th street 799 92 

Peter Smith, Bronxville Manor, N. Y 699 c;6 

George -T. Russell, No. 92 Oak street, Yonkers, N. Y Cyjg 96 

William McLaughlin, No. 85 Morton street 1 ,080 00 

John E. Nickerson, No. 689 East 181st street 683 02 

Edward F. Slevin, No. 225 East 83d street 733 26 

John Wilson, No. 788 East 142c! street 612 4^/ 

John Cassidy, Xo. 315 East 89th street 612 46 

Thomas Harrison, Xo. 225 East 126th street 606 21 

Thomas O. Halloran, No. 80 Morton street 227 49 

Charles H. Farrell, Xo. 773 Melrose avenue 478 28 

Joseph Moss, Xo. 1 1 14 Ogden avenue 720 co 

Michael Hollacher, Xo. 690 East 186th street 333 30 

John F. Fitzgerald, No. 67 West 99th street 495 80 

John J. Naughton, Xo. 150 Lenox avenue 549 20 

Thomas Head, Xo. 214 East 83d street 525 00 

John Duane, Xo. 1258 Lexington avenue 408 31 

Richard A. Kenehan, No. 106 Christopher street 252 72 

George H. Grahe, Xo. 231 East 70th street 361 64 

Patrick J. Donovan, No. 272 nth street, Brooklyn 97 84 

Charles T. Rudd, Middletown, N. Y 216 64 

William II. Lorenze, Xo. 544 East 142(1 street 379 【4 

John T. Needham, No. 846 Tinton avenue 450 00 
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William Hennessy, No. 689 East 148th street 375 00 

James P. Reilly, No. 203 Columbus avenue 291 65 

William Quigg, No. 740 East 143d street 291 65 

Patrick McGrade, No. 213 Elizabeth street 295 02 

Jacob Beekler, No. 117 West 101st street 360 00 

John J. McCue, No. 414 West 57th street 233 32 

John P. Banett, Corona, N. Y 206 10 

Patrick J. Flaherty, No. 315 East 46th street 83 31 

Thomas J. Van Horn, Pearl River, N. Y 270 00 

John Thompson, No. 672 Ninth avenue 116 66 

Jacob Becker, No. 278 West 19th street 116 66. 

John Crowley, Cebrie ParR*, N. Y 112 77 

Michael H. Dynan, No. 120 West 83d street 97 21 

John Mullon, 12th street, Unionport 58 33 

James J. Campbell, No. 275 First avenue 45 14 

Michael T. Barron, No. 17 Tompkins street 18 82 

Total • • : $221,618 20 

Paid Relieved Men, Boroughs of Manhattan and The Bronx During 

Year 1902. 

James H. Conklin, Southold, L. I... •■ $650 04 

Bernard Conway, No. 321 Lafayette avenue, Brooklyn 600 00 

Win. Fogarty, No. 12 Stone street 600 00 

Wm. H. Renoud, Westchester avenue 399 96 

Joseph D. White, No. 233 Tenth avenue 600 00 

Jeremiah Calnan, No. 74 Palmette street 600 00 

James K. Giles, Intervale avenue and 155th street 650 04 

James Hunter, Tompkinsville, S. 1 750 00 

Minthorn D. Tompkins, Mystic, Conn 750 00 

James Roland, No. 327 West 4th street 600 00 

William Murfitt, No. 132 West 11 6th street 600 00 

George Jarvis, No, 1015 Washington avenue 650 04 

Wm. Jackson, No. 454 West 49th street 600 00 

George H. Sharp, No. 10 East 112th street 600 00 
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James Walton, No. 447 Lenox avenue 900 00 

Thomas Conlon, No, 307 East 37th street goo 00 

Frederick Coppers, No. 5 St. Luke's place • 600 00 

Wm. Kline, No. 94 East Third street 600 00 

Henry Brengal, No. 1580 Third avenue 600 00 

John Schwab, No. 1205 Lexington avenue 600 00 

James Heaney, No. 177 East 111th street 750 00 

Thomas J. Cortissos, No. 351 West 48th street 600 00 

Oliver Hawkins, No. 130 16th street, Brooklyn 699 96 

Peter Gallagher, No. 1229 Simpson street 600 00 

Simon Hexter, No. 213 East 14th street 600 00 

Joseph Creagle, No. 1678 Bathgate avenue 699 96 

Edward Hogen, No. 2, No. 108 East 86th street 600 00 

Charles For bach, No. 1919 Prospect avenue 600 00 

Jacob Mang, No. 993 Second avenue 600 00 

Thomas Gooderson, 170th street and 10th avenue 1,374 96 

Joseph Brandon, No. 232 West 114th street 600 00 

John Hart,.Wingate, L. 1 600 00 

Michael Newbauer, No. 1388 Bristow street 750 00 

Patrick J. Byrnes, Winfield, L. 1 699 96 

Wm. S. Hughes, No. 1366 Franklin avenue 600 00 

Rodger B. Hamblet, No. 753 Summit street . goo 00 

Wright Case, No. 42 West 128th street 750 00 

James Bergen, No. 1329 Fifth avenue 600 00 

Albert H. Hendrickson, No. 240 East 82d street 600 00 

Joseph McGowan, No. 635 10th street, Brooklyn 600 00 

Frank X. Werner, No. 787 9th avenue 600 00 

Mark Smith, Clinton, Conn 600 oc 

Wm. J. Kavanaugh, Middletown road and 211th street 699 96 

Charles A. Woodhull, No. 152 East 52c! street 699 96 

Frederick D. Sasse, New Brighton, S. 1 641 63 

George Cusick, Kings Park, L. 1 900 00 

Edward Keyes, No. 602 East 144th street 600 00 

John Dalton, No. 255 East 105th street 600 oc 

James A. McGinn, No. 157 East 123d street 600 oc 
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Martin Meagher, Van Xest, N. Y 600 00 

Charles Chambers, No. 151 Wales street 900 00 

George W. Greer, No. 45 Ralph street 699 96 

John B. Livingston, No. 1278 Meecham street . . • 600 00 

Wm. J. Cavanaugh, No. 62 King street 600 00 

Patrick Kennedy, No. 248 East 117th street 27 42 

Dennis Morrissey, No. 164 Lexington avenue 600 00 

James J. Gerity, No. 892 East 135th street 750 00 

Patrick Riley, No. 60 Hooker avenue • 699 96 

James Young, No. 108 42c! street, Brooklyn 699 96 

Adam H utter, No. 313 West 16th street 600 00 

Thomas Carney, No. 680 East 135th street 580 64 

Stephen C. Purdy, No. 116 East 74th street 600 00 

William Petoi, No. 28 Cooper street 699 96 

Peter E. Shcedcg, Xo. 12 King street 699 96 

Timothy McDonald, No. 417 East 82d street 600 00 

Adam Feit, No. 215 East 89th street 699 96 

Lawrence P. Farley, Grant City, S. 1 600 00 

James T. Holmes, Corona, L. 1 600 00 

Samuel Campbell, No. 443 West 1626. street 1,650 00 

James McGill, No. 364 Alexander avenue 699 96 

John McLaughlin, No. 98 Lawrence street 600 00 

Patrick McDonnell, Whitestone, L. 1 699 96 

Michael Lynch, No. 18 James slip 600 00 

Total $48,724 21 

Paid Retired Mkn, BoRorcns of Hrooklvx and Queens During Ykar 

1902. " 

Patrick Murray, No. 138 W y ckoff avenue $499 92 

George F. Stewart, No. 809 Livingston avenue, Albany, N. Y. 499 92 

Adam Mark, No. 57 St. Nicholas avenue 499 92 

Michael Start, No. 221 Sandford street 499 92 

Thomas C. Oram, No. 135 Manhattan avenue 499 92 

John Kreuscher, Rockaway Beach 474 96 
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Charles McDonough, P. 〇. Box 105, Shokan, N. Y 

William A. Minard, No. 21 Madison avenue, Mt. Vernon, 

N. Y 

William E. Broadhurst, Kent, 〇 

Henry C. Cheshire, Jefferson avenue, South Orange, N. J . ... 
William J. Crawford, No. 59 Bloomfield street, Hoboken, N. J. 

Thomas Lee, No. 1102 Fulton street 

John W. Smith, No. 493 Willoughby avenue 

William H. Sherry, No. 998 Putnam avenue 

Thomas J. Ferry, No. 449 Court street 

William Gilfoy, No. 342 Tompkins avenue 

James V. Rhodes, No. 59 Lee avenue 

Patrick M in ton, No. 25 20th street . • • 

William C. Bonner, No. 223 Bleecker street 

Michael Quinn, No. 501 Graham avenue 

John W. Dunn, No. 271 8th street 

Thomas F. Nevins, No. 350 Clinton street 

Edward Fitzsimmons, No. 337 Pearl street 

Eben H. Shute, No. 126 Chestnut street 

Charles Ferris, No. 257 16th street 

William O'Brien, No. 350 South First street 

Miles Campbell, No. 280 Warren street 

William J. Curran, No. 589 Lafayette avenue 

Peter Farrell, No. 248 Sackett street 

Bartley Gunning, No. 267 Berkeley place 

Thomas Culkin, No. 1069 Halsey street 

Thomas Malone, No. 477 Sackett street 

James Fitzpatrick, No. 417 12th street 

James Cullon, No. 24 Fourth place 

William Cunningham, No. 132^ Suydam street 

William F. Kingsland, No. 186 Java street 

John Mahoney, No. 16 Third place 

Edward Shaughnessy, No. 385 Myrtle avenue 

Bernard Gray, No. 260 Wyckoff street 

James Walsh, No. 428 8th street 
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Prescott L. Watson, Wurtzboro, Sullivan County, N. Y 499 92 

Hyram A. Brinkman, No. 335 Warren street 750 00 

John Hinton, No. 27 First street • 549 96 

Charles Schulz, No. 953 De Kalb avenue 549 96 

John Porter, No. 703 Fulton avenue 450 00 

Norman Hughes, 27th street, between Avenues D and E 549 96 

James J. Miller, No. 806 Bergen street 549 96 

James Smith, No. 15 Second place 900 00 

James Burns, No. 191 Luqueer street 949 92 

James T. Shannon, No. 322 12th street 949 92 

Piatt Van Cott, No. 391 Ocean avenue 1,999 92 

James Gannon, No. 573 Lexington avenue 993 36 

James W. Connell, No. 172 Skillman street 1,425 00 

Edward Boerum, Babylon, LI 766 56 

John Tierney, No. 208 19th street 699 96 

John McCole, No. 113 Jay street 1,036 56 

William Donohue, No. 192 South Second street 1,036 56 

John F. Welton, Greenwood avenue, Richmond Hill 1,036 56 

John Cantwell, No. 1157 Putnam avenue 779 19 

Peter Hecker, No. 652 Dean street 777 80 

Lawrence Fagan, No. 10 Veranda place 699 96 

Edward Finn, No. 228 Seventh avenue 699 96 

George W. Van Cott, Amity ville, I. 1 1,080 00 

Michael J. Dclaney, No. 1169 Putnam avenue 799 92 

Samuel T. Irwin, No. 199 51st street 699 96 

Stephen F. Gill, No. 218 Duffield street 900 00 

John Gillen, No. 234 Sackett street 699 96 

Jeremiah J. Delaney, No. 544 17th street 699 96 

Henry M. Keighler, Riverhead, L. 1 1,080 00 

Stephen Allen, No. 618 Leonard street 1,080 00 

Michael Cunningham, No. 429 Fifth avenue 699 96 

John Morrissey, No. 184 Huron street 699 96 

Hugh Reynolds, No. 206 Skillman street 699 96 

Joseph H. Briscoe, Avenue K， between 39th and 40th streets, 

Vanderbile Park 799 92 
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Thomas F. McNamara, No. 46 4th street 466 56 

John Pohlman, No. 650 Central avenue 799 92 

Joseph A. Caragher, No. 54 West 106th street, Manhattan .... 600 00 

George Matthews, No. 111 Adams street 699 96 

John Meddis, No. 315 15th street 699 96 

Valentine Hendrickson, No. 97 Carlton avenue 699 96 

George C. Hennessy, No. 226 Covert street 699 96 

William J. Higgins, No. 954 Kent avenue 799 92 

Hugh Riley, No. 750 Monroe street .641 63 

john H. Perry, Glenwood, N. J i，575 00 

Joseph H. Bennett, 94th street and Avenue G 675 00 

Charles Shay, No. 158 Nassau street 600 00 

Charles H. Bixby, Amityville, N. Y 720 00 

James Lawlor, No. 128 President street 406 64 

James Doyle, No. 296 Carroll street 962 50 

John Mallady, No. 1269 Prospect place 408 31 

James Dale, No. 271 Hicks street 972 20 

James Flannelly, No. 67 Cole street 600 00 

Owen S. Campbell, No. 214 Frost street 630 00 

Samuel G. Huestis, No. 442 State street 962 50 

James S. Smith, No. 480 Henry street 630 00 

Isaac B. Guischard, No. 261 Manhattan avenue 466 62 

William Harris, No. 840 Halsey street 582 00 

Thomas F. Gray, No. 65 Grant avenue 431 06 

John Dowd, No. 561 Knickerbocker avenue 375 25 

John J. Hughes, No. 787 Nostrand avenue 450 00 

John R. Hanson, No. 304 Sixth street 340 25 

Daniel J. Garrity, No. 286 President street 450 00 

John S. Carney, No. 148 North Seventh street 450 00 

George W. Keighler, Freeport, N. Y 300 00 

James Lahey, No. 133 South Ninth street 199 98 

Robert Wallace, No. 298 New Jersey avenue 116 66 

Patrick Hanigan, No. 742 Henry street 116 66 



Total $74,986 37 
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Costs of judgment in case of John Cantwell, increase of 

pension 17 00 

Costs of judgment in case of Peter Hecker, increase of pension. 17 00 



Aggregate $75,020 37 



Receipts and Disbursements of the Relief Fund, 1871 

(Inclusive). 

Receipts. 



-1902 



1871 to 1 901. 



Total. 



Metropolitan Fire Department Relief Fund $7,340 07 

Brooklyn Fire Department Relief Fund 213,837 o6 

Fines 65,982 32 

Donations 22,100 75 

Penalties 17,5" 80 

Oil licenses 1,258,478 00 

Fireworks permits 45,265 25 

Interest 694,714 79 

Foreign fire insurance tax 435,250 81 

Powder licenses 7,92。 50 

Special permits 53,200 00 

Chimney fires 17,276 50 

Fire in street permits 1,041 25 

Sales of condemned property 54,991 86 

Excise licenses 1,993,469 32 

Special leaves 59,114 63 

Violation of agricultural laws 13,820 05 

Explosives permits 22,028 00 

Premium on bonds 8,-77 5。 

Total $4,991,622 46 



$3^8i 
1,900 
1,865 

71,056 
3,675 

41,775 

90,778 
447 

IO.327 

1,469 



150,000 
2,677 

J 7 3 



41 
SO 
19 
00 
25 
48 
97 
50 
55 
50 
00 

37 
00 

55 
50 
00 



$7,340 07 
213,837 06 
69,463 73 
24,001 25 
19,378 99 
1,329,534 00 
48,940 50 
736,490 27 
526,029 78 
8,368 00 

63,527 55 
18,746 00 
i,079 25 
60,861 23 

2,143,469 32 
61,792 18 

• 14,157 55 
23,841 00 

8,277 50 



$387,512 77 $5,379,135 23 



Disbursements. 



1871 to 1901. 



Premium on bonds $37>4 I 7 86 

Interest 498 63 

Salaries 18,227 31 

Penalties 24,963 79 

Pensions 一 
Widows and orphans, boroughs of Man- 
hattan and The Bronx 952,501 57 

Widows and orphans, boroughs of Brooklyn 

and Queens 104,638 03 



Total. 



$37,417 86 

498 63 

18,227 31 

$906 13 25,869 92 



86,268 04 1,038,769 61 
37,596 36 142,234 39 



1871 to 1901. 



1902. Total. 



Retired men, boroughs of Manhattan and 

The Bronx 1,494,410 73 221,618 20 1,716,028 93 

Retired men, boroughs of Brooklyn ^nd 

Queens … 200,419 38 75,020 37 275439 75 

Pay of relieved men, boroughs of Man- 
hattan and The Bronx 897,872 16 48,724 21 946,596 37 



Total • $3730,949 46 $4/0,133 31 $4,201,082 77 



RECAPITULAT】 OX. 



Receipts, January 1， 1871, to December 31， 1902 • $5,379,135 23 

Disbursements, January 1, 1871, to December 31, 1902 4,201,082 77 

Balance ： $1,178,052 46 



NEW YORK FIRE DEPARTMENT LIFE INSURANCE FUND. 

Amount of fund December 31, 1901 $22475 39 

Receipts During 1902. 

Assessmerits received from members of the uni- 
formed force, retired and relieved men and 
employees of the Department $16,455 00 

Interest 430 02 

16,885 02 

Total $39,36o 41 

Disbursements During 1^02. 

January ~ Administratrix of Patrick Kennedy . . . $1,000 00 

February 一 Widow of William F. Dowd 1,000 00 

March ― Widow of Joseph Schmitt 1,000 00 

April 一 Widow of Thomas H. Murray 1,000 00 
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May ~~ 

Widow of Bartley Gunning 1,000 oo 

Administrator of John H. Spannhake 1,000 oo 

Widow of James Delaney No. i 1,000 oo 

Administrator of Thomas J. Cooney 1,000 oo 

June ~ 

Widow of Thomas F. Gorman i，ooo oo 

Widow of Manuel J. Garcia 1,000 oo 

Administrator of Bernard Gray 1,000 oo 

Widow of Alonzo Brymer i，ooo oo 

Widow of Henry F. Meyer 1,000 oo 

July ~ Widow of William F. Davis 1,000 oo 

August ~ 

Widow of John Hern i，ooo oo 

Widow of Thomas 0，Halloran 1,000 oo 

Widow of Michael J. Irwin 1,000 oo 

Widow of Albert Cgx 1,000 oo 

September ~ 

Widow of George Moore No. i 1,000 00 

Widow of Frank J. Maguire 1,000 00 

Widow of John F. Livingston 1,000 00 

October ~ 

Widow of James Dale 1,000 00 

Widow of James Clare 1,000 00 

Administratrix of John F. Mahon i，ooo 00 

Costs allowed by the Court in the action 
brought by the administratrix of John F. 
Mahon to enforce payment of the sum of 

$1,000 from the Life Insurance Fund 143 87 
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November ~ 

Widow of James H. McGowen 1,000 oo 

Administatrix of Patrick J. Quail 1,000 oo 

December 一 

Widow of Charles H. Far r ell 1,000 oo 

Widow of James Finn 1,000 oo 

Widow of William D. Moore 1,000 oo 

Administratrix of Edward Dillon 1,000 oo 

Widow of James Dawe 1,000 oo 

Widow of John Mullady 1,000 oo 

Widow of William H. Shaw 1,000 oo 

Widow of John J. Fee 1,000 oo 

Widow of Michael Conlon 1,000 oo 

Widow of William J. Stumpf , 1,000 oo 

36,143 87 

Balance on hand December 31, 1902 $3,216 54 



RECAPITULATION. 

Balance on hand December 31, 1901 $22,475 39 

Receipts during 1902 16,885 02 

$39，36o 41 

Disbursements during 1902 36,143 87 



Balance on hand December 31, 1902 3,216 54 



Buildings and Sites Occupied or Under Control of the Fire Department, 
Boroughs of Manhattan and The Bronx. 、 

Headquarters ― Office of Commissioner, Chief of Department, Inspector 
of Combustibles, Fire Marshal, Superintendent of Buildings, Fire Alarm 
Telegraph Branch, Medical Officers and School of Instruction, Nos. 157 
and 159 East Sixty-seventh street. 

Repair Shops ― Nos. 130 and 132 West Third street. 
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Hospital and Training Stables ~ Nos. 133 and 135 West Ninety-ninth 
street. 

Bell-Tower and Lookout ― Mount Morris Square. 

Bell-Tower and Lookout ― Fulton avenue, between One Hundred and 
Sixty-seventh and One Hundred and Sixty-eighth streets, rear of quarters 
of Engine 42. 

Lookout ― Southwest corner of Tenth street and Sixth avenue, Jefferson 
Market Courthouse. 

Engine 1 ― Xo. 165 West Twenty-ninth street. 

Engine 2 一 Xo. 530 West Forty-third street (Fuel Depot No. 13). 

Engine 3 ― Xo. 417 West Seventeenth street (Fuel Depot No. 10). 

Engine 4 ― Xo. 119 Maiden lane. 

Engine 5 ― Xo. 340 East Fourteenth street. 

Engine 6 ~ No. 100 Cedar street. 

Engine 7 ― No. 22 Chambers street. 

Engine 8 ~ No. 165 East Fifty-first street. 

Engine 9 ~ Xo. 55 East I )> roadway. 

Engine 10 ~ No. 8 Stone street. 

Engine 11 一 No. 437 East Houston street. 

Engine 12 ― No. 261 William street. 

Engine 13 一 No. 99 Wooster street. 

Engine 14 ~ Xo. 14 East Eighteenth street. 

Engine 15 ― No. 269 Henry street. 

Engine 16 ~ No. 223 East Twenty-fifth street. 

Engine 17 ― No. 91 Ludlow street. 

Engine 18 ~ No. 132 West Tenth street (Fuel Depot No. 8). 
Engine 19 ~ Xo. 355 West Twenty-fifth street (Fuel Depot No. 11). 
Engine 20 ~ No. 47 Marion street. 



Engine 21 ― No. 216 East Fortieth street. 

Engine 22 ― No. 159 East Eighty-fifth street (Fuel Depot No. 16). 

Engine 23 ― No. 235 West Fifty-eighth street (Fuel Depot No. 15). 

Engine 24 一 No. 78 Morton street (Fuel Depot No. 7). 

Engine 25 一 No. 342 Fifth street. 

Engine 26 ~ No. 220 West Thirty-seventh street. 

Engine 27 一 No. 173 Franklin street. 

Engine 28 ~ No. 604 East Eleventh street. 

Engine 29 ~ No. 160 Chambers street. 

Engine 30 ~ No. 253 Spring street (Fuel Depot No. 6j.* 

Engine 31 一 White and Elm streets. 

Engine 32 一 No. 108 John street.* • 

Engine 33 一 Nos. 42 and 44 Great Jones street. 

Engine 34 ~ No. 440 West Thirty-third street. 

Engine 35 一 No. 223 East One Hundred and Nineteenth street*. 

Engine 36 ~ No. 1849 Park avenue. 

Engine 37 一 No. 83 Lawrence street. 

Engine 38 ―" No. 1907 Amsterdam avenue. 

Engine 39 ― Xo. 157 East Sixty-seventh street. 

Engine 40 ~ No. 153 West Sixty-eighth street. 

Engine 41 — Xo. 2801 North Third avenue.f 

Engine 42 ― No. 1192 Fulton avenue. 

Engine 43 ― (New fireboat in process of construction). 

Engine 44 一 No. 22 r East Seventy-fifth street. 

Engine 45 一 No. 1 187 Tremont avenue. 

Engine 46 ~ Xos. 715-717 East One Hundred and Seventy-sixth stn'rf. 
Engine 47 一 One Hundred and Thirteenth street, near Amsterdam avenue. 
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Engine 48 ~ No. 2504 Webster avenue. 
Engine 49 ~ Blackwell，s Island. 

Engine 50 ~ No. 749 East One Hundred and Sixty-sixth street (Fuel 
Depot No. 22). 

Engine 51 (floating engine, fireboat "Zophar Mills") ― Foot of West 
Thirteenth street. 

Engine 52 一 Riverdale avenue, near Spuyten Duyvil Parkway. 

Engine 53 一 No. 175 East One Hundred and Fourth street (Fuel Depot 
No. 18). 

Engne 54 ~ No. 304 West Forty-seventh street 

Engine 55 一 No. 363 Broome street. 

Engine 56 ~ Xo. 120 West Eighty-third street. 

Engine 57 (floating engine, fireboat "The New Yorker") — Battery Park, 
North river. 

Engine 58 ~ No. 81 West One Hundred and Fifteenth street. 

Engine 59 ~ No. 180 West One Hundred and Thirty-seventh street. 

Engine 60 ~ No. 606 East One Hundred and Thirty-seventh street. 

Engine 61 ― North side Main street, east of Arnow place, Westchester 
Village. 

Engine 62 一 Xo. 61 White Plains avenue.* 
Engine 63 ― Wakefield.* 
Engine 64 ~ Unionport. 

Engine 65 一 No. 33 West Forty-third street. 

Engine 66 (floating engine, fireboat "William L. Strong") ― Foot of 
Grand street, East river. 

Engine 67 一 No. 518 West One Hundred and Seventieth street. 

Engine 68 ~ No. 1116 O^den avenue. 

Engine 69 ~ Two Hundred and Thirty-third street, between Katonah 
and Keppler avenues. 



Engine 70 ~ Scofield avenue, City Island. 

Engine 71 一 Park avenue and One Hundred and Fifty-ninth street. 
Engine 72 ― Xo. 22 East Twelfth street. 

Engine 73 ― One Hundred and Fifty-second street and Prospect avenue. 
Engine 74 一 No. 207 West Seventy-seventh street. 
Engine 75 一 Jerome avenue and One Hundred and Eighty-third street. 
Hook and Ladder 1 一 No. 26 Chambers street. 

Hook and Ladder 2 一 No. 126 East Fiftieth street ( Fuel Depot No. 14). 

Hook and Ladder 3 — No. 108 East Thirteenth street. 

Hook and Ladder 4 ~ No. 788 Eighth avenue. 

Hook and Ladder 5 一 No. 96 Charles street. 

Hook and Ladder ' 6 ~ No. 77 Canal street. 

Hook and Ladder 7 ― No. 217 East Twenty-Eighth street. 

Hook and Ladder 8 No. 7 North Moore street. 

Hook and Ladder 9 ~ No. 209 Elizabeth street. 

Hook and Ladder 10 ~ No. 191 Fulton street. 

Hook and Ladder 11 一 No. 742 Fifth street. 

Hook and Ladder 12 ― No. 243 West Twentieth street. 

Hook and Ladder 13 一 No. 159 East Eighty-seventh street. 

Hook and Ladder 14 一 No. 120 East One Hundred and Twenty-fifth 
street. 

Hook and Ladder 15 ― Old Slip, between Water and Front streets. 

Hook and Ladder 16 ~ No. 159 East Sixty-seventh street. 

Hook and Ladder 17 ― No. 589 East One Hundred and Forty-third 
street (Fuel Depot No. 21). 

Hook and Ladder 18 ~ No. 84 Attorney street. 
Hook and Ladder 19 ~ No. 866 Forest avenue. 

Hook and Ladder 20 ~ No. 157 Mercer street (Fuel Depot No. 23). 
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Hook and Ladder 21 ― No. 432 West Thirty-sixth street. 
Hook and Ladder 22 一 No. 766 Amsterdam avenue (Fuel Depot No. 
17). 

Hook and Ladder 23 一 No. 504 West One Hundred and Fortieth street 
Hook and Ladder 24 ~ Nos. 113-115 West Thirty-third street. 
Hook and Ladder 25 ― No. 205 West Seventy-seventh street. 
Headquarters Deputy Chief of Department, First Division 一 No. 173 



Elm street. 






Fuel 


Depot 


No. 


i 一 No. 28 Beaver street. 


Fuel 


Depot 


No. 


2 一 Elm and White streets. 


Fuel 


Depot 


No. 


3 一 (Temporarily out of use). 


Fuel 


Depot 


No. 


4 ~ No. 180 Clinton street. 


Fuel 


Depot 


No. 


5 一 No. 199 Chrystie street. 


Fuel 


Depot 


No. 


6 ~ No. 253 Spring street. 


Fuel 


Depot 


No. 


7 一 No. 778 Morton street. 


Fuel 


Depot 


No. 


8— No. 132 West Tenth street. 


Fuel 


Depot 


No. 


9 ~ No. 106 East Thirteenth street. 


Fuel 


Depot 


No. 


10 ~ No. 417 West Seventeenth street. 


Fuel 


Depot 


No. 


11 ― No. 355 West Twenty-fifth street. 


Fuel 


Depot 


No. 


12 ― Xo. 160 East Thirty-third street (all 



Chief of Eighth Battalion). 

Fuel Depot No. 13 一 No. 530 West Forty-third street. 

Fuel Depot No. 14 ~ No. 126 East Fiftieth street. 

Fuel Depot No. 15 ― No. 235 West Fifty-eighth street. 

Fuel Depot No. 16. ― No. 159 East Eighty-fifth street. 

Fuel Depot No. 17 一 No. 766 Amsterdam avenue. 

Fuel Depot No. 18 ~ No. 175 East One Hundred and Fourth street. 
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Fuel Depot No. 19 ~ No. 209 East One Hundred and Twenty-second 
street. 

Fuel Depot No. 20 ~ No. 58 Lawrence street. 

Fuel Depot No. 21 一 No. 589 East One Hundred and Forty-third street. 
Fuel Depot No. 22 一 No. 749 East One Hundred and Sixty-sixth street. 
Fuel Depot No. 23 ― No. 155 Mercer street 

Fuel Depot No. 24 ~ Riverdale avenue, near Spuyten Duyvil Parkway. 
Storehouse ~ No. 20 Eldridge street. 
Storehouse ― No. 180 Clinton street (Fuel Depot No. 4). 
Storehouse ~ No. 199 Chrystie street (Fuel Depot No. 5). 
Storehouse 一 No. 1922 Lillian street. 

Storehouse ~ No. 160 East Thirty-third street (Fuel Depot No. 12). 

Storehouse ~ North side of Third street, Williamsbridge. 

Storehouse ~ No. 909 East One Hundred and Forty-ninth street. 

Storehouse 一 Main street and Westchester Turnpike. 

Storeroom 一 No. 439 East Sixty-eighth street (Fire Alarm Telegraph 
Branch). 

Unoccupied 一 No. 49 Beekman street. 

1'noccupied ― Southerly side of Chambers street, between Centre street 
and Park row. 

Unoccupied 一 Northeast corner Fifty-sixth street and Twelfth avenue. 

Unoccupied ― Nos. 105 and 107 West One Hundred and Second street. t 

Unoccupied 一 Northwest corner Convent avenue and One Hundred and 
Thirty-fourth street. 

Unoccupied ― South side of One Hundred and Thirty-eighth street, 300 
feet 2]/i inches west of Cypress avenue. 

Unoccupied 一 South side of One Hundred and Fiftieth street, 200 feet 
west of Courtlandt avenue.! 
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Unoccupied ~ West side of Intervale avenue, 42 feet north of One 
Hundred and Sixty-ninth street. 

Unoccupied ― Northwest corner One Hundred and Seventy-eighth street 
and Sedgwick avenue. J 

Unoccupied 一 West side White Plains road, 300 feet north from the 
northerly side of Julianna street. J 

The locations marked thus (*) are leased by the Department ； all others 
are City property. At the location marked thus (t), lot in rear of quarters 
is leased. On unoccupied sites marked thus (%), apparatus houses are now 
in process of construction. 



Boroughs of Brooklyn and Queens. 
Report for the Year ending December 31, 1902, 
Personnel, Etc. 

On December 31, 1902, the active personnel of the Department in these 
boroughs numbered 1,251, the Arc-extinguishing force comprising 1,137 
members, assigned, with the exception of twenty-three chief officers, to 
the eighty-one companies of the sixteen battalions. The companies are 
classified as follows : 

Engine companies 

Hook and ladder companies 
Fireboats 



Aggregate 81 



. Of the above engine companies twelve have additional equipment of hook 
and ladder truck ； three have additional equipment of chemical engine, and 
one a water tower. Of the hook and ladder companies one has additional 
equipment of searchlight engine. 



60 
19 
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Headquarters 一 

Deputy Fire Commissioner, Boroughs of Brooklyn and 

Queens 

Secretary to Deputy Fire Commissioner, Boroughs of 



Brooklyn and Queens I 

Chief Clerk I 

Examiner of Accounts I 

Assistant Superintendent of Buildings I 

Stenographer I 

Medical Officers 3 

Messengers " 2 

Laborers 2 

Elevator attendant •• 1 

Cleaners 6 

20 

Bureau Chief of Department ( Uniformed ' Force ) ― 

Deputy Chief of Department in charge 1 

Deputy Chiefs of Department 2 



Chiefs of Battalion 

Foremen (Captains) 

Assistant Foremen (Lieutenants) 

Engineers of Steamers 

Firemen, first grade 

Firemen, second grade 



Firemen, third grade 64 

Firemen, fourth grade 80 

1,127 



Bureau Chief of Department (Un-uniformed Force) 一 

Captains of Fireboats 2 

Pilot i 

Acting Marine Engineer I 

Coal Passers '• 3 



0688 4 4 

2 ^ 9 2 76 
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Bureau Chief of Department (Un-uniformed Force) 一 

Stokers • 

Boiler Fireman 



Bureau of Combustibles ― 

Assistant Inspector of Combustibles 

Cashier 

Clerk 

Oil Surveyors 



Bureau of Fire Marshal ― 

Assistant Fire Marshal in charge 

Inspector 

Assistant Inspector 

Clerk 

Stenographer 



Fire Alarm Telegraph 一 

Chief Operator 

Fire Alarm Box Inspector 

Inspector of Fire Alarm Boxes 

Linemen 

Batterymen 

Groundmen 

Laborers 



Repair Shops 一 

Blacksmiths .. 
Machinists . . . 
Wheelwrights 
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Repair Shops 一 

Sailmaker I 

Carpenters 6 

Painters 5 

Plumber : t 

Tinsmith 1 

Roofer 1 

Mason 1 

Toolmen 5 

Laborers 6 

Helpers 2 

36 

Hospital and Training Stables ~ 

Stablemen 4 | 

RECAPITULATION. I 

Headquarters 20 

Bureau Chief of Department (uniformed force) 1,127 

Bureau Chief of Department (un-uriiformed force) 10 

Bureau of Combustibles 13 

Bureau of Fire Marshal 5 

Fire Alarm Telegraph 36 

Repair Shops 36 

Hospital and Training Stables 4 

Total t 1,251 



Appointments. 

I Deputy Fire Commissioner, boroughs of Brooklyn and Queens. 

1 Private Secretary. . 

2 Honorary Chaplains, 
i Cashier. 
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2 Inspectors of Fire Alarm Boxes, 
i Stenographer and Typewriter. 

I Batteryman. 

3 Climbers (temporary). 

i Electrical Engineer (temporary). 

84 Fourth grade Firemen, after serving probationary period by law re- 
quired. 

11 Linemen. 

Promotions. 

1 Foreman to Chief of Battalion. 
5 Assistant Foremen to Foremen. 

4 Engineers of Steamers to Assistant Foremen. 

2 First grade Firemen to Assistant Foremen. 

13 First grade Firemen to Engineers of Steamers. 

Reinstatements. 

I First grade Fireman, 
i Oil Surveyor. 
I Laborer, 
i Toolman. 

i Carpenter. * 

Change in Titles (Under Rules and Regulations of Municipal Civil 

Service Commission). 

I Private Secretary to Secretary to the Deputy Fire Commissioner, 
boroughs of Brooklyn and Queens. 

I Inspector of Telegraph to Chief Operator. 

7 Oil Inspectors to Oil Surveyors. 

I Batteryman in charge to Batteryman. 



L 
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1 Assistant Batterynian to Batteryman. 

2 Laborers to Stablemen. 

i Toolman to Batteryman. 

Resignations. 
I Electrical Engineer (temporary appointment). 
I Machinist. 

1 Third grade Firemen. 

2 Fourth grade Firemen. 

2 Probationary Firemen. 

Transfers from Other Departments, Etc. 

i Chief Clerk from Finance Department, Bureau of Collection of Taxes, 
i Inspector Fire Alarm Boxes to Fire Department, borough of Richmond. 
I Assistant Superintendent of Buildings from Fire Department, borough 
of Manhattan. 

Dismissals. 
i Secretary, borough of Brooklyn and Queens. 
I Private Secretary. 
I Cashier, 
i Foreman. 

i Assistant Foreman. ♦ 
i Engineer of Steamer, 
io First grade Firemen. 

1 Probationary Fireman. 

3 Climbers (temporary appointment). 

2 Oil Collectors, 
i Coal Passer. 

I Carpenter. 
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1 Batteryman. 

2 Toolmen. 
2 Laborers, 
i Hostler. 

DKCEA9GSD. 

1 Fire Marshal. 

2 Chiefs of Battalion. ' 
2 Assistant Foremen. 

2 Engineers of Steamers. 
9 First grade Firemen. 
2 Fourth grade Firemen, 
i Lineman, 
i Batteryman. 

Recommendations of the. Deputy Chief of Department in Charge of 
the Boroughs of Brooklyn and Queens. 

There is immediate need for additional companies to be organized in the 
borough of Brooklyn and in Long Island City, in the borough of Queens, 
comprising ioi square miles and covered by 8i companies. The greater 
portion of this territory is built up and thickly populated, and the outlying 
sections are building up rapidly, and this Department is not increasing 
accordingly. There should be double companies located in the important 
districts and more companies in the outlying sections, as the districts at 
present are too large to give proper protection to the buildings therein. An 
additional fireboat is also needed in the vicinity of Erie Basin to protect 
the large interests along the lower water front. 

The present water supply is inadequate for fire purposes, particularly 
in the business and manufacturing districts, where the mains are mostly 
of the six-inch type and considerably corroded, having been laid about forty- 
five years ago, and do not furnish sufficient quantity of water for the proper 
protection of the large buildings that have been erected since said mains 
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were laid. Recently an investigation has been made by the chief officers of 
this Department regarding this matter, and reports submitted with recom- 
mendations for enlarged water mains and additional fire hydrants placed 
thereon in their respective districts, and the same have been referred to 
the Department of Water Supply, Gas and Electricity. 

The fire alarm branch of the service should be improved by the installa- 
tion of the underground wiring instead of the overhead system now in use 
in these boroughs. During the winter the storms do considerable damage 
to the *poles and wires, in some instances placing many of the circuits out 
of working order, thereby cutting off communication between Central Office 
and the fire alarm boxes on those circuits, and necessitating considerable 
time and expense to make the necessary repairs. There is also need for 
additional fire alarm boxes, as in the surburban districts they are quite a 
distance apart and cause delay in receipt of alarms. 

Respectfully, 

JAMES F. MURRAY, 

Deputy Chief of Department in Charge, boroughs of Brooklyn and Queens. 

Company, Organisation, Kind and Number of Apparatus and Number of 
Alarms Responded to, Number of Fires at Which Duty was Performed, 
and Number of Officers and Men. 
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Engine 104 da2 di •• •• •• •• 272 58 

" 105 di di •• •• •• •• "4 43 

" 106 hz di .• •• •■ 128 32 

" 107 di di •• •• 137 38 

" 108 i db2 •. .. •• 72 24 

" 109 di di •, ■• •• •• 14s 57 

" "o i di 144 34 

" in i di •• •• •• •• 140 33 

" 112 i dc2 •. •• •• 146 37 

" 113 、 di di .. .. 221 48 

" 114 i di •• •• •• •• 129 33 

" "S i di 95 41 

" "6 dz di •• •• •• •• 243 55 

" 117 di di •• •• 189 29 

" 118 i di •• .. •• •• 135 35 

" 119 i di ,• •• 148 26 

" "o di di •• •• •• •• 135 33 

" 12T ：… k2 dx •• •• •• •• 148 31 

" 122 I X •• •• •, 121 23 

" "3 e 75 17 

" i I 41 9 

" "S i i 91 17 

" 126 di di •• gi •• •• 234 64 

" 127 82 I •• •• •• •, 89 22 

" 128 i di •• •• ■• •• 99 . 30 

" 129 aa di •• •• •• •• 100 28 



(a) Spare engines. 

(b) Large 4-whcel wagon for iireboat "Scth Low." 

(c) Large 4-wheel wagon for fireboat "David A. Boody. 1 

(d) Rubber tires. 

(e) Fireboat "Seth Low." 
(k) Cbemical engine. 

(g) Water tower. 



Company Number. 



(80H-0 BPSJ. .CP 

•prtl PS WIOOH J。 .51B5N 

•《111" n) 
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Engine 130 ： di di •■ ■• •• •• 197 44 

" 131 i di •• •• •• •• 150 36 

" 132 f •• •• ,• •• •• 66 12 

" 133 i di 147 23 

" 134 i di •• •• •• •, 116 36 

" 135 a2 di •• •• .• 165 as 

" 136 i i •• •• •• •• 30 10 

" 137 SL2 i •• •• •• •• 149 41 

" 138 i di . . .. •• •• 132 44 

" 139 i di •• •• ■• •• ISS 34 

" 140 i i i 60 12 

" 141 i i ., .. i .. 65 14 x6 

" 142 i i .. ,. i .. 20 9 16 

" 143 i i •• •• i •• 26 12 14 

" "4 a2 i •• •• I •• 41 3 »4 

" 145 i i •• 47 6 " 

" 146 i i i 17 8 14 

" 147 i i •• •• i •• 27 9 17 

" 148 i i •• -. i 36 11 16 

" 149 i i •• ' 33 8 13 

" 150 i I •• •• i •• 20 7 U 

" 151 a2， li di •• •• •• •• 71 24 14 

" 152 i di 73 13 13 

" i S3 a2 i -. .. i -. 20 6 x6 

" 154 i i 13 6 11 

" 155 i i •• •• i 31 10 14 

" 157 i •• i •• 1 •• 21" ia 



(a) Spare engines. 

(d) Rubber tires. 

(f) Fircboat "David A. Boody. 1 

(1) Chemical engine. 



Company Number. 



•U9S PS 

SJV3;js Jo J9qi!4 



，}v Asct 



•OH papuodsH 



.p«q PS SIOOH Jo Jaqsnz 

•(asjows 5P3JJ, jap . • 

(WCOW3 2PSJ, .CP 

•(iH-I -UMi 
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Engiae 158 1 1 •. . . .. 105 25 10 

" 159 i i 46 12 10 

" 160 i i •. •. •• •• 59 14 10 

" 161 i i •■ •• 50 12 12 

" 162 a2 h2 •• •• ii •• 27 11 10 

" "3 •'. i i 27 9 12 

Hook and Ladder 51 .. .. .. 1 .. 164 88 13 

" ,52 i •• .. 149 76 13 

" S3 t .• •• 148 73 14 

" 54 i •• 164 81 14 

" 55 i .. •• 168 77 18 

" 56 •• ,, i 120 68 13 

" 57 ai •• •• i •• •• 123 62 13 

" 58 •• •• •• di •• •• 287 199 13 

" 59 ai •• •• i 120 62 14 

•' 60 ■• •• •• i •• 312 97 16 

" 61 i .. -. 135 73 13 

" 62 •• i •• 95 58 13 

" 63 i -. 27 is 11 

" 64 •• -. .. i -. •• 57 46 ii 

'• 6s ,• i 80 56 10 

" 66 i 15 10 i2 

" 67 T .. .. 24 M 10 

" 68 j i • • •• (3t , , 256 75 17 

" 60 •• •• •• i 109 26 16 

Total 75 62 i 18 14 i . . . , 鲁 i,io4 



•Does not include chief officers, who number 23. 

fa) Spare enarines. 

fd) Rubber tires. 

(h) Sparc hose wagon. 

(\) Spare hook and ladder truck. 

()) Searchlight enfdnc. 



Company Number. 



pert 

■(《£OXJ-l) SP2JL .CP 

(； H5J<wi-l - JM-W) 

suo^vv j。 JvqlunM 
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Classified Description 



， Size. 


Frame. 


Style of 
Boiler. 


Engine. 


Steam w 
Cylinder, r- 


B' 

Stroke of M . 
Piston. g 

S3* 

Pump. & 


Pounds. 




• • . Crane 


Tubular 


Double 


7H 


8 


AH 


9t8oo 


i 


. . . Crane 


Tubular 


Double 


7H 


8 




9t8oo 




. . . Crane 


Tubular 


Double 


7H 


8 


aH 


9,800 




• . . Crane 


Tubular 


Double 


7^ 


9 








. . . Crane 


Tubular 


Double 


6H 


8 




8,200 




. . . Crane 


Tubular 


Double 




8 


A y A 


S,200 




. . . Crane 


Tubular 


Double 


6H 


8 


a% 


8,000 




. . . Crane 


Tubular 


Double 


6H 


8 


aYa 


8,500 


.. j 


. • . Crane 


Tubular. 


Double 


6H 


8 


aVa 


8,300 


•• i 


• • • Crane 


Tubular 


Double 


6Ji 


8 


aYa 


8,400 


•• 1 


. . . Crane 


Tubular 


Double 


6Ji 


8 


454 


8,000 


•• 1 


. . . Crane 


Tubular 


Double 


6H 


8 




8,300 




. . . Crane 


Tubular 


Double 


6H' 


8 




8,200 




• • • Crane 


1 UDulaT 




6H 


8 


zli 


6,750 




• . . Crane 


i uouiar 


UOUD1C 


6Ji 


8 


aYa 


8,100 


-. i 


. . . Crane 


Tubular 


Double 


6H 


8 


aYa 


8,200 




• • • Crane 


Tubular 


Double 


6H 


8 


aM 


8,200 


r 


. . . Crane 


Tubular 


Double 


6H 


8 


aYa 


8,300 




. . . Crane 


Tubular 


Double 


6H 


8 


aYa 


8,200 




• . . Crane 


Tubular 


Double 






aYa 


8,000 




. . . Crane 


Tubular 


Double 


6H 


8 


aH 


8,300 




. . . Crane 


Tubular 


Double 


6H 


8 


aYa 


8,200 




. . . Crane 


Tubular 


Double 


6H 


8 


aYa 


8,400 




. . • Crane 


Tubular 


Double 


6Ji 




aYa 


8,200 




. . . Crane 


TubuJar 


Double 


6H 


8 


aYa 


8,200 




. • . Crane 


Tubular 


Double 


6Ji 


8 


454 


8,300 




. . . Crane 


Tubular 


Double 


6Ji 


8 




8,300 
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of Steam Fire Engines. 



Manufacturer's 



New Boilers, Pumps, Etc. 



When 
Built 
or Placed 

in Service. Name. 



No. 



When. 



By Whom. 



Where in 
Service. 



1894 


Amoskeag 


707 


1900 


1894 


Amoskeag 


708 




1894 


Amoskeag 


709 


• ••• 


1874 


Amoskeag 


486 


1896 






56g 




1884 


Amoskeag 


590 


1894 


1891 


Amoskeag 


667 


l899 


1873 


Amoskeag 


427 


l897 


1893 


Amoskeag 


697 




1885 


Amoskeag 


600 




1892 


Amoskeag 


684 


l899 


T °9° 








1876 


Amoskeag 


S07 


1893 


1898 


A 八 clr-a op 
八 niUSKCdg 


74 1 




1892 


Amoskeag 


682 




>8/9 


Amoskeag 


528 


l899 


'873 


Amoskeag 


421 


l894 


1873 


Amoskeag 


429 


l897 


1880 


Amoskeag 


546 


1900 


1882 


Amoskeag 


568 


l894 


1884 


Amoskeag 


594 




1885 


Amoskeag 


598 




1885 


Amoskaeg 


599 




1889 


Amoskeag 


654 




1891 


Amoskeag 


669 




1883 


Amoskaeg 


585 


i8g7 


1889 


Amoskeag 


655 





American Fire Engine Com- 
pany, water tube boiler. . . . Spare 

• Engine 115 

£ngin« 121 

Tubular boiler, repair shop . . . . Engine 124 

American Fire Engine Com- 
pany, water tube boiler Engine 10a 

Tubular boikr, repair shop Engine 106 

American Fire Engine Com- 
pany, water tube boiler Engine zo8 

La France Company, nest tube. Engine 11a 

Engine 114 

Engine 1x8 

American Fire Engine Com- 
pany, water tube boiler. . . . Engine 119 

Engine 122 

Manchester Locomotive Works, 

tubular boiler Engine 127 

Engine ia8 

American Fire Engine Com- 
pany, water tube boiler … • Engine 129 

American Fire Engine Com- 
pany, water tube boiler. • • , Engine 134 

Tubular boiler, repair shop • … Spare 

La France Company, nest boil* 

er Sparc 

American Fire Engine Com- 
pany, water tube boiler. … Spare 

La France Company, nest boil- 
er Richmond Hill 

Spare 

Spare 

Spare 

Spare 

American Fire Engine Com* 

pany, water tube boiler, . . . Spare 

Tubular boiler, repair shop.... Spare 

Spare 
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•• 1 


Crane 


Nest 


Double 


7Ya 


8 




8»ooo 


•■ 1 


Crane 


Tubular 


Double 




8 


4H 


8.300 


• • 1 


Crane 


Tubular 


Liouble 


6H 


8 


aYa 


8|ioo 


' • 1 


Crane 


Tubular 


Double 




8 




8»4oo 


1 • • 


Crane 


Tubular 


TA〜,V>1 愈 

uouDie 


7Ya 


8 




7,200 


• • • • I • • • • 


Crane 


Nest 


uoubie 


7Ya 


8 


aH 


8,ooo 


1 • • 


Crane 


Drop tube 


Single 


Rotary Rotary Rotary 


5,400 


1 • • • • 


Crane 


Nest 


Double 


7K 


8 




7»6oo 


1 • • 


Crane 


Nest 


jjouDie 








7,940 


• • ' • I ' • • • 


Crane 


XMest 


ijouoie 




8 


A% 


7,700 


1 • • 


Crane 


West 


T\wl>， 處. 
L/OUDle 


7 


y 


4 


7»6oo 


• • • • I • ' • • 


Crane 


IMCSt 


Double 


7% 


8 


aYa 


7，6oo 


• • • ■ 1 • • ♦ ' 


Crane 


Neat 


liouDle 


7% 


8 


aVa 




• ' 1 


Crane 


Nest 


LIOUDIC 


7rA 


g 




8,500 


I •• 


Crane 


Nest 


Double 








7.200 


I .. 


Crane 


Nest 


Double 








7,200 


1 •• 


Crane 


N«st 


Double 








7,200 


1 • • 


Crane 


Nest 


JLiouDie 






4 


7»200 


1 " 


Crane 


Nest 


JLlOUDie 








7.250 




攀需 Crane 




JJOUD1C 








7,400 


I .. 


Crane 


Nest 


Double 








7.300 




Crane 


Nest 


Double 




7 




7,300 




Crane 


Nest 


Double 








7.300 




Crane 


Nest 


Double 




7 




7.350 




Crane 


Nest 


Double 


7Ya 


8 




7»9oo 




Crane 


Nest 


Double 


7% 


8 


454 


7.500 




Crane 


Nest 


Double 








7，200 




Crane 


Nest 


Double 








7.200 




Crane 


N«st 


Double 




8 


4H 


7,6oo 




Crane 


Smoke and 
water tube 


Double 








6,900 




Crane 


Water tube 


Double 


6^ 






6,900 • 




Crane 


Water tube 


Double 


6H 






7.000 




Crane 


Water tube 


Double 


6^ 






6,900 



Size. Style of 

4. 5. Frame. Boiler. Engine. 




Pounds. 



Size in inches of 



co«s 



Ess 



-'-'5 



Manufacturer's 



New Boilers, Pumps, Etc. 



When 
Built 
or Placed 

in Service. Name. 



No. 



When. 



By Whom. 



VVhe--- in 
Service. 



1890 Amoskeag 660 1899 American Fire Engine Com- 
pany, water tubes Spare 

1890 Amoskeag 658 •••• Sparc 

1893 Amoskeag 696 … • Spare 

1893 La France 277 • … Sparc 

1896 La France 358 Spare 

1896 La France 360 •••• 

1893 Silsby 2231 Baysidc 

1895 La France 323 Engine in 

1898 La France 403 ••• Engine 125 

1895 La France 324 , Engine 135 

1895 La France 329 Engine 136 

1897 La France 361 …- Engine 138 

1S96 La France 359 Engine 137 

1888 La France 154 1897 La France Company, nest boil- 
er : Engine 139 

1895 La France 334 ： Engine 140 

1895 La France 33a ... . Engine 141 

1895 La France 331 Engine 142 

1895 La France 330 Engine 143 

1897 La France 320 . Engine 144 

1893 La France 296 Engine 145 

1896 La France 357 , •• Engine 147 

1897 La France 385 Engine 148 

1896 La France 356 Engine 149 

1897 La France 391 Engine 150 

1897 La France 384 Engine 151 

1897 La France 362 … Engine 152 

1805 La France 333 Engine 153 

1897 La France 390 Engine 155 

1894 La France 295 1901 La France Company, nest boil- 

er Enp'ne 101 

1899 La France 414 Engine 163 

189Q La France 4" … . Engine 133 

1899 La France 4x5 •••• Engine 146 

1899 La France 413 •••• Engrinc 154 
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Fireboat 
Fircboat 
Searchlight 



















8,300 






\A/Qf>Ar 舍 "Vi- 
vv aicr lUl/C 


X/OuOlC 


Q 

o 


9 




. 9， 200 




c:: 


af AT- 蚤" VkA 


JLFOUDlC 


7Ya 


8 


- 1 / 
4/8 






Crane 


W,£l 蚤 i>f* f'tl^tfk 




7Va 


Q 




4 l A 


.200 




e := 


VV a ICT LU uc 


JL'OUDIC 


77* 








8,300 




c := 


Vf o LCI LUUC 




>. 1/ 

Y7A 


g 


478 


8，3。o 




c := 


VV a icr LU 1>C 




774 






. tz 


8,300 




c := 


>V dLCr tUt/C 




Oyz 






0,500 




Crane 


Spiral tube 


Double 


7 l A 


8 


A% 


7,100 




Crane 


Water tube 


Double 








6,500 




Crane 


Water tube 


Double 


化 




4 


6,500 




Crane 


Water tube 


Double 


8 


8 


4V4 


8,700 




Crane 


Water tube 


Double 






4/3 


7,700 




Crane 


\\ r ater tube 


Double 


7^ 


7 


4 l A 


7,900 




Crane 


Water tube 


Double 






4'A 


7,800 




Crane 


Spiral tube 


Double 


7 


. 8 


4H 


7,600 




Crane 


Spiral tube 


Double 




8 




7.500 




Crane 


Spiral tube 


Double 


7% 


8 




7,000 






Scotch 


Two single 


16 


18 










Scotch 


Compound 


14-26 


18 







Pumps 
Pumps 
Crane 



Two sets 
double 

Two sets 
double 

Nest 



17 



Vertical 



•Fireboat "Seth Low. 1 ' 



tPireboat "D. A. Boody." 



t Fireboat "Seth T.〜 • 

Chemical 



Name. 



Style. 



Size. 



Style of 
Frame. Boiler. Engin 



Size in inches of 



•uls 



ISM 

-一 MPM 



Cnemical engine 
Chemical engine 
Chemical engine 



Crane 
Crane 
Two-wheel 
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When 
Built 

or Placed Where in 

in Service. Name. No. When. By Whom. Service. 



1900 La France 433 •••• £ngine 109 

1900 La France 432 •••• Engine 105 

1900 La France 438 •••• Engine 107 

1900 La France 439 •••• Engine 116 

1 901 La France 461 … • Engine 103 

1901 La France 462 •••• Engine 113 

1 901 La France 463 • … Engine 126 

1898 American 2619 •••• Engine 157 

1894 American 2304 •••• Engine 158 

1899 American 2678 … • Engine 160 

1899 American 2679 •••• Engine 161 

1900 American 2702 .... Engine 104 

1900 American 2703 •••• Engine 13b 

1900 American 2730 •••• Engine 117 

1900 American 2731 .... Engine "o 

1886 Clapp & Jones 506 Engine 131 

1886 Clapp & Jones 493 Engine 159 

1894 Clapp & Jones 2305 Engine 162 

1885 W. Cowles -… 1900 TrcRarthcn & Son, new boiler. Engine 123* 

1892 W. Cowles •••• 1895 McLaughlin & McNeal Engine i^t 

【885 Clapp & Jones Engine I23t 

1S85 Clapp & Jon«s •••• •••• Engine 132} 

1 901 La France Co. 3 .... Hook and 

Ladder 68 画 

§Fireboat "D. A. Boody." II Two lamps. 7,000 and 9,000 candle power. 

Engines. 



Capacity. Weight. Manufacturer. Number. in Service. 

Two 50-gallon tanks 4.375 pounds Holloway Company 1 B Engine 162 

Two so-f?allon tanks 4,Soo pounds Holloway Company 2 B Engine 121 

One 80-gallon tank 2,500 pounds Hayward Company 3 B Engine isr 
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Classified Description of Hook and Ladder Trucks. 



Size - St y le ' Manufacturer. 

, 2, 3» 4. ^ 

• Feet. 



i Hayes aerial 

X Hayes aerial 

i Hayes aerial 

i Hayes aerial 

z Hayes aerial 

i Hayes aerial 

i Hayes aerial 

i Hayes aerial 

i Hayes aerial 

i Hayes aerial 

i Hayes aerial 

z Hayes aerial 

i Hayes aerial 

i Hayes aerial 

i Hayes aerial 

i Hayes aerial 

i Hayes aerial 

i Hayes aerial 

i Hayes aerial 

i Hayes aerial 

i Hayes aerial 

i Dcderick aerial. . 

i Combination … ， 

i Babcock aerial. . . 

x Hayes aerial 

i Straight frame 

combination . . 
i Straight frame 

combination . . 
i Straight frame 

combination . . 
i Straight frame 

combination . . 
x Straight frame 

combination . . 
i Straight frame 

combination . . 
i Straight frame 

combination . . 
z Straight frame 

combination . . 
x Straight frame 

combination . . 



1899 






1893 


148 


Hook and Ladder 52. 




■ZI3 




1899 


21 S 


r»nlf an rl T .a H ^t* ca 
xx a. oil u JL^auuci ^'f* 


1899 




Hook and Lfiddcr 56. 


1896 

1901 
1901 
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Hook and Ladder 60. 
Hook and Ladder 68. 
Hook and Ladder 69. 


1885 


57 


Spare. 


1889 


102 


Hook and Ladder 57. 


1891 


"3 


Hook and Ladder 59. 


1891 


124 


Hook and Ladder 61. 


1892 


139 


Hook and Ladder 62. 


1886 


67 


Hook and Ladder 63. 


1889 
1888 


99 
92 


Hook and Ladder 64. 
Hook and Ladder 55, 


1886 


79 


Sparc. 


1892 


140 


Spare. 


1890 


103 


Sparc. 




162 


Sparc. 


1895 


160 


Hook and Ladder 65. 



1900 


2 H Hook and Ladder 58. 


1899 


13B Hook and Ladder 66. 


1899 


iB Hook and Ladder 67. 


1S96 


192 Spare. 


1896 


8B Engine 140. 


1896 


iB Engine 141. 


1896 


2B Engine 142. 


1896 


3B Engine 143. 


1896 


9B Engine 148. 


1896 


7B Engine 150. 


1897 


10B Engine 153. 


1897 


11B Engine 155. 


1S06 


6B Ensrine ：47- 



Where in Service. 



85 La France Fire Engine Company 

85 La France Fire Engine Company 

85 La France Fire Engine Company 

85 La France Fire Engine Company 

85 La France Fire Engine Company 

85 La France Fire Engine Company 

85 La France Fire Engine Company 

85 La France Fire Engine Company 

85 La France Fire Engine Company 

75 La France Fire Engine Company 

75 La France l ; ire Engine Company 

75 La France Fire Engine Company 

75 La France Fire Engine Company 

75 La France Fire Engine Company 

75 La France Fire Engine Company 

75 La France Fire Engine Company 

75 La France Fire Engine Company 

7S La France Fire Engine Company 

75 La France Fire Engine Company 

55 La France Fire Engine Company 

55 La France Fire Engine Company 

85 Gleason & Bailey Manufacturing 

Company 

50 Gleason & Bailey Manufacturing 



ompany 

60 Extinguisher Manufacturing 
Company 



ompany 

& Bailey 

usher 

Company ■ 

85 La France Fire Engine Company 
Holloway Manufacturing Com 

ny : 

oway Manufacturing Com- 

ny 

oway Manufacturing Com- 

ny 

oway Manufacturing Com- 

ny • 

oway Manufacturing Com- 

ny 

oway Manufacturing Com- 

ny ' 

oway Manufacturing Com- 

ny 

oway Manufacturing Com- 

$ Holloway Manufacturing Com- 



sliM 



p o p o p o p o p o p o p o 

0000000 

5 5 5 5 5 5 5 
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Size. 



Style. 



23 

Feet. 



C o m b i n a t ion 

chemical 
Straight f r a 

combination 
Straight f r a 

combination 
C o m b i n a t ion 

chemical . . . 
Straight frame 



Straight frame.. 
Straight frame . . 



^•3 



Gleason & Bailey Manufacturing 

Company 1896 

Gleason & Bailey Manufacturing 

Company 1896 

Gleason & Bailey Manufacturing 
Company 1897 

Gl?ason & Bailey Manufac'.uring 

Company " 1897 

New York Fire Department Re- 
pair Shops , 1882 

Fire Extinguisher Company.... 1882 

Wood house 1888 



Where in Service. 



12B Engine 144. 

5B Engine 146. 

4B Engine 155. 
14B Engine 157. 
21 Newtown. 



I5B Rockaway Beach. 



Classified Description of Hose Tenders, Hose Wagons, Boat Tenders, Water 

Tenders, Etc. 



Platform 
Platform 
Platform 
Platform 
Platform 
Platform 
Platform 
Platform 
Platform 
Platform 
Platform 
Platform 
Platform 
Platform 
Platform 
Platform 
Platform 
Platform 



spring. 



spring 



spring- 
spring. 



spring, 
spring, 
spring, 
spring, 
spring, 
spring. 



P. Barrett Manufacturing Com- 
pany 1899 74B Engine 109. 

V. Barrett Manufacturing Com- 
pany ！ . 1899 75B Engine 110. 

P. Barrett Manufacturing Com- 
panv ; . . . 1899 76B Enfdne 103. 

P. Barrett MonufacuirinR Com- , 
pany 1899 79B Engine 120. 

P. Barrett Manufacturing Com- 
pany 1899 78B Engine zz8. 

P. Barrett Manufacturing Com- 

pany .................. ^ .. . 1899 77B Engine 129. 

P. Barrett Manufacturing Com- 
pany 1900 83B Engine 108. 

P. Barrett Manufacturing Com- 

'、 P^? y •；••■； ：•••••••• '900 82B Engine 104. 

r. Barrett Manufacturing Com- 

„ Pfny ................... ipoo 84B Engine 113. 

P. Barrett Manufacturing Com- 
pany 、 1 901 85B Engine 116. 

P. Barrett Manufacturing Com- 
pany 1901 86B Engine 111. 

P. Barrett Manufacturing Com- 
pany 1 901 87B Engrine 114. 

P. Barrett Manufacturing Com- 
pany 190: 88 B Engine 117. 

P. Barrett Manufacturing Com- 

„ P^y 1901 89B Engrine 133. 

P. Barrett Manufacturing com- 
pany -.. -.; • • • . • 1901 90B Engine 135. 

P. Barrett Manufacturing Com- 
pany 1898 71B Engine 105. 

P. Barrett Manufacturing Com- 
pany 1898 70 B Engine 112. 

P. Barrett Manufacturing Com- 
pany 1898 72B Engine 130. 



Style. 



Class 



Manufacturer. 



Where in Service. 



【9q£n 



》I 



8MM 
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Style. 



Platform spring 

Platform spring 

Platform spring 

Platform spring 

Platform spring 

Platform spring 

Platform spring 

Platform spring 

Platform spring 

Platform spring 

Platform spring 

Platform spring 

Platform spring 

Platform spring 

Platform spring 

Platform spring 

Platform spring 

Platform spring 

Platform spring 

Platform spring 

Platform spring 

Platform spring 

Platform spring 

Platform spring 

Platform spring 



Platform 


spring 


Platform 


spring 


Platform 


spring 


Platform 


spring 


Platform 


spring 


Platform 


spring 


Platform 


spring 


Platform 


spring 


Platform 


spring 



Class Manufacturer. 



Where in Service. 



i P. Barrett Manufacturing Com- 
pany 

i Gleason & Bailey Company. . . . 

i Gleason & Bailey Company. . . 

i P. Uarrett Manufacturing Cpm- 



i P. Barrett Manufacturing Com- 

i P.^ Barrett Manufacturing Com- 

' pany 

i P. Barrett Manufacturing Com- 
pany - 

i P. Barrett Manufacturing Com- 
pany .i 

i P. Barrett Manufacturing: Com- 
pany 

X P. Barrett Manufacturing Com- 
pany 

i P. Barrett Manufacturing Com- 
pany 

i P. Barrott Manufacluring Com- 
pany 

i P. Barret!. Mnnulacirring Com- 

• pany 

i P. P.uvetr Manufac'uring Com- 
pany 

i P. Barrett Manufacturing Com- 
pany 

i P. Barrett Manufacturing Com- 
pany < … 

i P. Barrett Manufacturing Com- 
pany" 

i P. Barrett Manufacturing Com- 



arrett Manufacturing Cora- 



arrett Manufacturing Com- 



arrett Manufacturing Com- 



arrctt Manufacturing Com- 



arrctt Manufacturing Com- 



arrett Manufacturing Com- 



arrett Manufacturing Corn- 



Brothers 

Marlborough Brothers 

Marlborough Brothers 

Marlborough Brothers 

Marlborough Brothers 

Marlborough Brothers 

x Marlborough Brothers 

x Marlborough Brothers 

i Marlborough Brothers, 



1898 


73B 


Engine 


126. 


1900 


80B 


Engine 


121. 


i goo 


8ib 


Engine 


139. 


1894 


25B 


Engine 


106. 


1896 


48B 


Engine 


107. 


1894 


24B 


£ngine 


127. 


1894 


31B 


Engine 


128. 


1895 




Engine 


1 34, 


1894 


26B 


Engine 


13 6. 


iggi 


9 B 


Engine 


"8 


1895 


40B 


Engine 


1^0. 


1896 


49B 


£)nfirinc 


141, 


1896 


50B 


Engine 




iSg6 


1 - t » 


Engine 


143， 


！ g c; (3 


o《" 


Engine 


144. 




4I B 




J 4S' 


io 95 




Engine 


146. 






Engine 


147. 




43-° 


Engine 


148. 


j fine 

1095 




Engine 


149. 


189s 


4SB 


Engine 


ISO. 




12B 


Sparc. 






26B 


Spare. 




1894 


28B 


Spare. 




1896 


47B 


Spare. 




1891 


20B 


Engine 


115. 


1893 


18B 


Engine 


"9- 


1895 


15B 


Engine 


122. 


1893 


17B 


Engine 


iSi. 


1894 


46B 


Elmhurst, Newtown. 


1893 


21B 


Sparc. 




1885 


57B 


Engine 


I«4. 


1891 


11B 


Engine 




1893 


23B 


Engine 


158. 



•fa 



SB SB SB JSB ISB «B aB a d 

R R R p- p- R R M 



231 



* Fireboat "Seth Low." 卞 Fireboat "David A. Boody." t St. Edwards and Bolivar streets. 

Description of Fireboats. 

" Seth Low" (Engine 123). 

Length over all, 99 feet 3 inches ； beam, 23 feet 9 inches ； tonnage, gross, 
82.72 ； net, 4T ； twin screws ； engines, two, high or low pressure ； horse- 
power (nominal), 265 each; cylinders, 16 by 18 inch stroke ； steam, 100 
pounds ； built in Brooklyn in 1885 ； hull, wood ； draught, 9 feet ； length of 



Plat forn 




Plat f or n 




Platforxi 




Platforr 


j spring 


Platfom 


[j spring 


Plat fore 


n spring 


Platfori 


n spring 


Platforn 




Platforn 


n spring. 


Platfom 


1 spring. 


Platforr 


n spring. 


Platforr 


n spring. 


Platforr 


n spring. 


Platforr 


n spring. 


Platforr 


n spring. 


Platforr 


n spring. 


Platforr 


n spring. 


Platforr 


ti spring. 


Platforr 


n spring. 


Platforr 


n spring. 


4- wheel 


hose reel 


4-\vheel 


hose reel 


awheel 


hose reel 



2-whecl hose reel 



Class Manufacturer. 
Style. i 2. 



Marlborough Brothers 1891 10B Engine 160. 

Marlborough Brothers 1894 22B Engine i6x. 

Marlborough Brothers 1894 32B Engine 162. 

Woodhouse Manufacturing Com- 
pany 1885 38B Engine 165. 

Woodhouse Manufacturing Com- 
pany 1884 2B Woodhaven. 

Gleason & Bailey Manufacturing 

Company 1895 62B Richmond Hill. 

Gleason & Bailey Manufacturing 

Company 1895 63 B Woodhaven. 

Marlborough Brothers 1894 29B Rockaway Beach. 

Gleason & Bailey Manufacturing 

Company 1895 65B Richmond Hill. 

Woodhouse Manufacturing Com- 
pany 1886 5B Engine 155. 

Jones 1895 35B Engine 131. 

Jones 1895 36B Engine 159. 

P. Barrett Manufacturing Com- 

y 1897 ssB Engine i%2. 

lyn Fire Department Re- 
Shops 1893 19B * Engine 123. 

1895 33B Engine 102. 

Jones 1895 39B Engine 101. 

Marlborough Brothers 189.1 59B Spare. 

Marlborough Brothers 1895 37B Engine 137. 

Jones 1895 34B Engine 154- 

P. Barrett Manufacturing Com- 
pany - 1896 54B Engine 153, 

Amoskeag Manufacturing Com- 
pany 1871 iB t Engine 132. 

Amoskeag Manufacturing Com- 
pany 1871 2B t Repair Shops. 

Amoskeag Manufacturing Com- 
pany 1871 3B Bayside. 

Amoskeag Manufacturing Com- 
pany 1871 4B Engine 157. 



Where in Service. 




lt>qluns 
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boiler, 14 feet, Scotch ； diameter, 9 feet 3 inches ； pumps, 4.8 by 10 inches, 
Clapp & Jones ； cylinders, 4, 10 stroke, 16 steam ； capacity, 3,500. 

"David A. Boody" {Engine 132). 

Length over all, 106 feet; draught, 8 feet 6 inches ； tonnage, gross, 
93.57 ； net, 46.79 tons ； horsepower, 240 ； style of engines, compound con- 
densing engines ； cylinders, 14 and 26; stroke) 18 inches ； boiler, Scotch, 
with 3 furnaces ； steam carried, 130 pounds ； screw, single ； pumps, double, 
10 inches ； steam cylinder, 17 inches ； stroke, 11 inches ； capacity, 6,500 
gallons ； make, American Fire Engine Works; built in 1892 ； beam, 23 
feet 6 inches ； length of boiler, 14 feet ； diameter of boiler, 10 feet 3 inches ； 
built at Nohank, Conn. 

Number and Character of Alarms and Manner of Receipt. 



t : Manner of Receipt. ■ \ 

From Special 

Alarms Department Department Automatic 

Street Alarm Telegraph Verbally. Telegraph. Total.* 
Bo^es. Signals. 



Fires 

Indication of fire. , 
Unnecessary . . . . 

Totals 



:,739 29 1,081 12 2.861 

91 i 32 • • 124 

73 6 13 14 106 



1,903 36 1,126 26 3.091 



Alarms were communicated by attaches of this Department . 
Alarms were communicated by attaches of Police Department 

Alarms were communicated by district key holders 

Alarms were communicated by citizen keyholders 

Alarms were communicated bv all other means . •、 



22061 

Q- 6 3 8 2 

3 2 8 ro 

I 



Total 



3,091 
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Statistics of Fires. 



Jan. Feb. Mar. April. May. June. July. Aug. Sept. Oct. Nov. Dec. Year. 



in buildings 一 



Confined to 


point of 


247 204 


198 


162 


204 


194 


185 


166 


137 


157 


184 


22G 


2.264 


Confined to 
Extended to 


>uilding. . . . 
other build- 


24 28 
4 12 


16 


17 
6 


22 
6 


13 


6 
6 


14 


9 




13 


IS 
13 


194 
8l 






2 2 






















l6 


In places other 
ings and vessels 


than build- 


14 12 


40 


40 


37 


36 


31 


31 


17 




17 


16 








291 ^58 


259 


226 


269 


261 


228 


208 


166 


204 


219 


2J2 





Jan. Feb. Mar. April. May. June. July. Aug. Sept. Oct. Nov. Dec. Year. 



Extinguished without engine 

stream 212 172 181 157 180 

Extinguished with one engine 

stream 42 43 51 46 61 

Extinguished with two or three 

^ engine streams 33 31 22 17 19 

Extinguished with more than 
three engine streams 4 12 5 6 " 9 



Totals ^91 258 259 226 269 261 228 208 166 204 219 272 2,861 



180 174 147 
56 34 43 
19 16 14 
644 



28 
18 



189 2,043 
57 Si6 



18 19 



Jan. Feb. Mar. April. May. June. July. Aug. Sept. Oct. Nov. Dec. Year. 



Extent of damage to build- 
ings and vessels. 

Built mainly of brick, stone 
or iron ― 



Slight 


U9 


99 


88 


78 


97 


89 


93 


69 


66 


78 84 


122 1,102 




8 


10 
















5 9 


11 67 
























2 10 


Built mainly of wood —— 
























Slight 


113 
• IS 


107 




• 88 


in 
10 


106 
15 


87 
15 


101 
8 


75 


85 ioo 
7 7 


115 1,204 
4 "S 






1 1 








10 










4T 


Places other than buildings 




12 


40 


40 


37 


36 


31 


21 


17 


25 17 


2 16 
16 306 


Totals 


291 


258 


259 


226 


269 


261 


228 


208 


166 


204 219 


272 2,861 
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Jan. Feb. Mar. April. May. June. July. Aug. JSept. Oct. Nov. Dec. Vear. 

Between 6 a. m. and 6 p. m... 156 11O 131 77 142 iox 85 77 48 75 78 86 1,172 
Between 6 p. m. and 6 a. m... 135 142 128 149 127 160 143 131 118 129 141 186 1,689 

Totals each month. … 291 258 259 226 269 261 328 208 166 204 219 272 2,861 
Water Consumption 一 38,827,222 gallons, of which 13,797,420 gallons were river water. 

Report of Fire Alarm Telegraph Branch. 

Alarms and Calls. 

Three thousand four hundred and nineteen alarms and calls were re- 
ceived and transmitted, as follows : 



First alarms 1,931 

Second alarms 69 

Third alarms 33 

Fourth alarms 15 

2,048 

Still alarms •• 386 

Verbal alarms • 595 

98 1 

Special calls for companies 124 

Special calls for Insurance Patrol 8 

Ambulance calls 258 

390 

Total 3,419 



From street boxes 1,672 

From special building boxes 27 

From Pneumatic Signal Company 31 

From telephones • 309 

From Police Department 9 

Still alarms 386 

Verbal alarms 595 



2,048 
981 
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Special calls for companies 124 

Special calls for Insurance Patrol 8 

Ambulance calls 258 

39。 

Total 3,419 

Messages. 

Received 111,283 

Transmitted 118,737 

Total 230,020 



Wirt Mileage ― There are 946.074 miles of electrical conductors now in 
operation. 

Lines — 24.251 miles of insulated copper wire used for extension ； 
1 18.3742 miles of insulated copper wire used for repairs ； Q.376 miles of iron 
wire removed. 

Poles 一 There are 3,452 poles the property of and in use by this Depart- 
ment, including 1,336 poles the joint property of the Fire Department and 
the New York and New Jersey Telephone Company. 

Removed, 46 poles ； reset, 32 ； added, 80 ； renewed, 19 poles. 

Fire Alarm Boxes — Eighteen fire alarm boxes were installed during the 



year, as follows : 

Class i 10 

Class 2 3 

Class 3 5 

Total '. 18 

Eleven Class 3 boxes were discontinued during the year. 

There are 1,300 fire alarm boxes in service on thirty-two circuits, as fol- 
lows : 

Class i 811 

Class 2 255 
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Class 3 2X2 

Class 4 22 

Total 1,300 



Underground Subway 一 During the year the main or trunk lines from 
Central Office, Nos. 365 and 367 Jay street, going north and south, were 
placed in subway (the property of the New York and New Jersey Telephone 
Company) on Jay street, from Fulton street to Myrtle avenue. For this 
purpose three 25 -conductor lead-covered cables (3,156 feet) were used. The 
3,156 feet of cable contain 78,900 feet of insulated copper wire ; the iron 
pipes through which they run (three on each elevated structure), from sub- 
way to the elevated structure at Myrtle avenue and Jay street and Fulton 
and Jay streets, are the property of the Department. The pole line on Jay 
street, between Fulton street and Myrtle avenue, is now removed. This 
is certainly evidence of the desire of this Department to co-operate with the 
Department of Water Supply, Gas and Electricity in its efforts to bury 
aerial wires. 

XOTAIiLE FlRHS. 

February 8, 11.46 p. m. 一 Fire at Nos. 72-82 Flushing avenue, faur-story 
and basement brick building, 125 by 145 feet, and occupied by John Shad- 
bolt as wagon and truck manufactory. On the arrival of the Department 
the fire was all through the building, from cellar to roof, and building and 
contents were a total loss. Extended to Nos. 15 and 17 Cumberland street, 
a two-story frame building, 20 by 20 feet, occupied by \V. C. Sheddon as 
stable, building" and contents a total loss ； to Nos. 19-25 Cumberland street, 
three-story frame buildings, each 25 by 50 feet, occupied as dwellings, build- 
ings and contents considerably damaged ； to Xos. 2-16 Cumberland street, 
four-story brick building, 25 by 75 feet, occupied by C. T. Bainbridge & 
Co. as a stationery manufactory, building and contents slightly damaged ； 
to No. 54 Flushing avenue, three-story brick building, 20 by 75 feet, occu- 
pied by Henry Rieberaht Company as a restaurant, building and contents 
considerably damaged ； to Nos. 88-104 Flushing- avenue, six-story brick 
building, 275 by 300 feet, unoccupied, building slightly damaged ； also at 
No. 10 Carlton avenue, three-story brick building, 25 by 50 feet, occupied 
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as dwelling, building" and' contents slightly damaged. The services of 
12 engine and 4 hook and ladder companies were required, and the fire was 
under control in about three hours. 

February 15, 3.58 a. m. ― Foot of Twenty-fifth street, borough of Brook- 
lyn : group of buildings, as follows : Twostory frame, 25 by 60 feet, occu- 
pied by Henry Hansom as kindling wood factory ； onc-story frame, 60 by 
xoo feet, occupied by McGuire Brothers as cooperage and barrel storage ； 
one-story frame, 25 by 40 feet, occupied by James McMahon as stable, office 
and lumber storage ； one-story frame, 15 by 20 feet, occupied by Anderson 
Munson as stable ； one-story frame, 40 by 70 feet, occupied by Mr. Hanson 
as saw and planing mill ； two-story frame, 25 by 45 feet, occupied by Camp- 
bell & Co. as stable ； one-storv frame shed, 20 by 40 feet, occupied by F. H. 
Schneider as storage for lumber. All the above buildings, with the excep- 
tion of the one last mentioned, were a total loss. The fire also extended to 
the two-masted schooner "Matilda Brooks," owned by William Richardson, 
considerably damaged ； to a scow owned by Campbell & Co.， trifling dam- 
age, and to a scow owned by Henry Cossey, trifling damage. There were 
eleven horses burned to death at this fire. The services of 9 engines, 1 
fireboat and 3 hook and ladder companies were required", and the fire was 
under control in about two hours. 

February 21, 10.37 a - m - 一 Xos. 25-33 Fourth street, Long Island City, 
borough of Queens. Fire originated in one of a group of one and two- 
story small brick buildings, Occupied by Emil Coleman & Co., as varnish 
manufactory, total dimensions 250 by 200 feet, buildings and contents con- 
siderably damaged. The services of 1 1 engine companies, 2 fireboats, and 
4 hook and ladder companies were required, and the fire was under control 
in about three hours. 

April 13, 3.30 a. m. ― Rear of Nos. 30 and 40 Sandforcl street. Fire 
originated in a one-story brick and frame building, 100 by 100 feet, occupied 
as a foundry, and was considerably damaged. The fire extended to the 
following buildings : Xo. 28 Sandfcrd street, a four-story brick building, 
25 by 50 feet, occupied as storage, slightly damaged ； No. 42 Sandforcl street, 
a one-story frame building, 25 by too feet, occupied as a foundry, con- 
siderably damaged ； Xos. 27 and 35 Walworth street, a four-storv brick 



building, 125 b\ 35 feet, occupied as a furniture and cut glass factory, total 
loss : Nos. 37 and 39 Walworth street, a one-story brick building, 30 by 
30 feet, occupied as a blacksmith's shop, considerably damaged ； No. 25 
Walworth street, a two-story frame building, 25 by 35 feet, occupied as a 
dwelling, slightly damaged ； No. 12 Old Bridge road, a two-story frame 
dwelling, and No. 14 Old Bridge road, a one-story brick building, 25 by 
25 feet, unoccupied, both slightly damaged. The services of 9 engine and 
4 hook and ladder companies were required. The fire was under control in 
about five hours. Estimated loss, $50,000. 

April 18, 2.50 a. m. ― Nos. 160-174 Front street. Fire originated on 
the first floor of the four-story brick building, occupied as the Bradley White 
Lead Works, and the fire extended through the entire building, which was 
considerably damaged. The services of 12 engine and 4 hook and ladder 
companies were required, and the fire was under control in about five hours. 
Estimated damage, $175,000. 

May 21, 10.33 P. m - ― Nos. 239-245 Willoughby street. Fire originated 
in the five-story brick building, 120 by 150, occupied by Freeborn G. 
Smith as a piano manufactory and storage. The building and contents 
were a total loss. The fire extended to the following buildings : Xo. 56 
Bolivar street, a three-story frame, 20 by 25, occupied as dwelling, 
considerably damaged, and to No. 58 Bolivar street, a three-story frame, 
25 by 25, slightly damaged ； and to Nos. 60 and 64 Bolivar street, a 
four-story brick, 100 by 200, occupied as stables, considerably damaged ； 
and to No.. 119 Raymond street, a three-story brick, 20 by 40. occupied as 
dwellings, considerably damaged. The five-story brick buildings, Nos. 
126, 128, 130 and 132 Raymond street, directly opposite the main fire， 
were slightly damaged on front from the intense heat. The three-story* 
frame buildings, Nos. 117, 119, 121 Raymond street, were partly demol- 
ished by the falling walls of the piano factory. Twenty-two engines and 
4 hook and ladder companies were required. The fire was under control 
in about three hours. Estimated damage, $100,000. 

May 28, 3.05 a. m.— Nos. 388-394 Wythe avenue, a five-story brick 
building, 100 by 80, occupied by James J. Matchett as a candy manufactory. 
The fire originated in basement and extended to the first, second, third, 
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fourth and fifth floors through the open elevator shaft. The greater portion 
of damage was on the first, third and fifth floors, the second and fourth 
floors through the open elevator shaft. The greater portion of damage 
was on the first, third and fifth floors, the second and fourth floors by water 
only. The service of 15 engine, 4 hook and ladder companies and 2 fire- 
boats were required. Fire was under control in about two and one-half 
hours. Estimated damage, $50,000. 

June 23, 2.28 a. m. ― Nos. 563-565 Smith street. The fire originated 
on the first floor of the four-story brick building, 150 by 150, occupied as 
tartar works by the American Tartar Company. The fire extended to all 
floors, damaging the building and contents considerably, and extended to 
Nos. 559-561 Smith street, a one-story brick building, 50 by 75, occupied 
as smelting room, damage trifling ； and to No. 567 Smith street, a two- 
story brick building, 20 b)' 20, occupied as an office, damage trifling. The 
services of 12 engine and 4 hook and ladder companies and 2 fireboats and 
i searchlight engine were required. The fire was under control in about 
two hours. Estimate d damage, $45,000. 

July 19, 1.02 p. in. ― Nos. 18-22 Hamilton avenue. Five-story brick 
building, 75 by 200 feet, occupied by the Sonoma Wine and Brandy Com- 
pT.vy as a distillery. The fire originated on the top floor and extended to 
the fourth floor, on account of the great hcadwiy fire had gained before 
the arrival of the Department, and the explosions of barrels of brandy which 
flowed down the stairways. The rear portion of the building on the two 
upper floors was considerably damaged. The services of 12 engine, 4 hook 
and ladder companies and 2 fireboats were required. The fire was under 
control in about two ?.nrl one-half hours. Estimated damage, $30,000. 

November 16, 6.20 p. m. ― Nos. 286-290 and 292 Graham street, occupied 
by L. T. Weiss as ink manufactory, and others. The fire originated in a 
one-story frame building, size 60 by 75 feet, occupied as an engine and 
boiler room, and located between buildings Nos. 286-290 and 292 Graham 
street, and connected to same by doorways. The fire extended to the four- 
story brick building, 60 by 75 feet, No. 286-290 Graham street, through the 
windows on the first fioor on the south side of building, and then through 
elevator shaft to the second, third and fourth floors. Also extended to 



the first floor, rear of the four-story brick building, 20 by 70 feet, No. 292 
Graham street, occupied as a toy manufactory. The boiler room and 
building Nos. 286-290 Graham street were considerably damaged, and No. 
292 Graham street only slightly damaged on first floor. The services of 
12 engine and 3 hook and ladder companies were required. The fire was 
under control in about one hour and a half. Estimated damage, $50,000. 

November 29, 10.54 a. m. — No. 724 Carroll street, four-story brick build- 
ing, 25 by 75 feet, occupied by J. H. Hobraugh, as a dwelling. The fire 
originated on the first floor and extended to the second, third and fourth 
floors by way of the air shaft. The rear portion of building, with contents, 
was damaged considerably. Fireman first grade James Davve, of Engine 
Company 139, was fatally injured by falling from the roof of building and 
died in the Methodist Episcopal Hospital on the same date. The services 
of 9 engine and 3 hook and ladder companies were required. The fire was 
under control in one hour. Estimated damage, $8,000. 

December 8， 5.43 p. m. 一 Nos. 42 and 44 Kent avenue. Fjre originated 
in two oil stills, No. 5 and No. 6. size 26 by 40 feet each, owned by the 
Standard Oil Company. The oil was drawn off from the bottom of the 
stills and the fire was confined to the same. The services of 8 engine and 
3 hook and ladder companies were required and 1 fireboat. The fire was 
under control in about one and one-half hours. Estimated damage, 
$25, OCX). 

December 18, 8.19 p. m. 一 Long Island Railroad Depot, corner Borden 
avenue and Front street, Long Island City, Borough of Queens. The fire 
originated on the first floor of the two-storv brick building, 75 by 115 feet, 
located on the corner of Borden avenue and Front street, occupied as 
passenger depot and railroad office, and extended to the one-story frame 
building adjoining, 75 by 25 feet, occupied as store room by the Long 
Island News Company, which was damaged considerably. The depot was 
a total loss. The building 1 burned so quickly that it was a total wreck in 
about 25 minutes after the first alarm was received. The services of 8 
engine and 3 hook and ladder companies and 1 fireboat were required. The 
fire was under control in about 25 minutes. Estimated damage, $75,000. 
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December 20, 9.51 p. m. — Nos. 769-789 Second avenue, borough of 
Brooklyn. Four-story brick building, 60. by 200 feet, occupied by William 
Lane as a shoe factory. The fire originated on the first floor and extended 
through the entire building. The flooring, partitions and contents were 
destroyed. The services of 12 engines and 3 hook and ladder companies 
were required. The fire was under control in about two hours. Estimated 
damage, $125,000. 

December 26, 12.31 a. m. — Nos. 206-214 Plymouth street. Five- 
story brick building, 100 by 30 feet, occupied by Arbuckle Brothers as 
cooperage. The fire spread through the building, which was a total loss, 
and extended to the fourth and fifth floors of the five-storv building, 25 by 
100 feet. No. 216 Plymouth street, occupied by Armstrong Cork Company 
as cork works, damaging said lloors considerably ； also to the seven-story 
building, 50 by 100 feet, No. 195 Plymouth street, occupied by Sternau & 
Co., as metal manufacturers, slightly damaging the fifth, sixth and seventh 
floors: also to the one-story brick building, 135 by 200 feet, Nos. 182- 
2(X) Plymouth street, occupied by E. 入 V. Bliss as foundry, damage slight; 
to the one-story frame building, 20 by 50 feet, No. 215 Water street, occu- 
pied as stable, D. Joyce, owner, damage slight, and to the five-story brick 
building, 85 by 100 feet, Nos. 223-225 Water street, occupied by Kirkman 
& Son as soap works, window casing and iron shutters slightly scorched. 
The fire was confined mainly to the building in which it originated, and it 
was very difficult to stop the spread of the flames to the adjoining buildings 
on account of the lack of iron shutters on the windows of these buildings. 
Chief of the Twenty-third Battalion, Thomas S. Coppinger ； Assistant Fore- 
man William F. Jeffrey, of Engine Company 126, detailed in command of 
Water Tower 6， and Fireman fourth grade Michael J. OToole, of Hook 
and Ladder Company 55, detailed to Water Tower 6， were killed by the 
falling of the top portion of the front wall on the eastern end of the build- 
ing, which fell directly on them while they were operating the water tower. 
Fireman fourth grade Thomas McCarthy, of Hook and Ladder Company 
68, detailed to Water Tower 6, was seriously injured in the same manner, 
and was removed to the Long Island College Hospital. The services of 
19 engine companies, 3 of which were sent from the borough of Manhattan ； 
3 hook and ladder companies, 2 fireboats and 1 water tower were required. 



2^2 



The water tower was totally destroyed by falling walls. The fire was under 
control in about four hours. Estimated damage, $ioo,ooo. 

December 27, 5.08 p. m. ― Nos. 89-93 Bedford avenue. The fire 
originated in the cellar of the three and four-story brick building ::os. 89- 
93 Bedford avenue, size 75 by 100 feet, occupied by the Standard Rock 
Candy Company as candy manufactory, and extended to the upper floors 
through the stairway, hatchway and belt opening ； also extended by way 
of passageway and belt openings to the two-story brick building Xo. 87 
Bedford avenue, 25 by 100 feet, occupied by the same company as a boiler 
and engine room, and by way of passageway to the one-story corrugated 
iron building Nos. 193-197 North Twelfth street, 100 by 100 feet, occupied 
by the same company as a storehouse. Buildings and contents destroyed, 
excepting the contents of the storehouse, which were considerably damaged. 
The services of 12 engine and 3 hook and ladder companies were required. 
The fire was under control in about two hours. Estimated damage, $80,000. 

Roll of Merit. 

Rescues Attended with Personal Risk in Line of Duty. 

February 13, 1902 ― At fire No. 85 Manhattan avenue, 7.14 p. m.， station 
476. Fireman fourth grade George A. Kellock and James M. Mundv, of 
Hook and Ladder Company 58, and Fireman first grade Frank J. Keating, 
Engine Company 116, rescued three persons who were in an unconscious 
condition from the fourth floor, by going, through the adjoining building- 
to the roof, then dropping to the fire escape on the fourth floor in the rear 
of the building on fire, and carrying said persons to the fire escape, from 
which they were taken by ladder, and removed to St. Catharine's Hospital. 

September 18， 1902 ― At No. 499 Court street, 2.20 a. m. Fireman first 
grade Joseph Barrett and Fireman second grade Edward F. Xealis, of En- 
gine Company 103, rescued four persons from the third floor by the use of 
scaling ladder to the second floor, and Fireman Nealis climbed to the third 
lloor by hand and then lowered persons down to Fireman Barrett, who was 
standing on the second-story window sill, when they were passed to the 
second floor of the adjoining building. Escape by stairway was impossible 
on account of the intense smoke and heat. 
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Rescues Attended iK'ith Personal Risk Outside Line of Duty. 
April 15, iyo2, 12.30 p. m. ― Assistant Foreman John \V. Jennings, En- 
gine Company 1 14, while on way to meals, stopped runaway horse without 
bridle, dashing along on the south side of Fulton street, toward Tompkins 
avenue. lie caught the horse by the mane, and was dragged a distance ut 
one block before he succeeded in stopping the horse. This locality being 
the transfer station of the surface cars, a great number of persons were 
standing- there at the time. His prompt action probably averted serious 
injuries, or loss of life, to said persons. 

May 22, 1902, 5.20 p. m. 一 Engineer of Steamer Francis Monnaville, 
Engine C ompany 143, stopped runaway horse which was running on the 
sidewalk in front of quarters. Eighteenth avenue and Eighty-sixth street. 
The horse was running at a high rate of speed, with broken shafts dragging 
at his heels, and had already injured several persons with the swaying shafts. 
The street was full of people at the time, when said Engineer caught the 
horse, throwing him to the ground. He was commended by several wit- 
nesses for his courageous act. 

July 5, 1902, 3.45 p. m. ― Fireman first grade Daniel V. Warner, Engine 
Company 155, while on vacation and in company with a freind, sailing iii 
his gasoline launch "Volunteer," just outside of Rock away inlet, they were 
overtaken by a great wind and rain storm, and in their efforts to reach a 
place of safety they discovered a capsized sailboat with three men clinging 
to the side of the upturned boat. He immediately turned his launch to 
tliL'ir aid. at great personal risk, ami rescued the men, who were in an 
exhausted condition, from drowning. They landed them at Rockavvay 
Point. 

July 20, 1902, 8.30 a. m. ― Engineer of Steamer Dennis McCauley, 
Engine Company 122, while on day off, was informed that a man was trying 
to murder his wife and child at No. 351 Vermont street, lie met a police- 
man and informed him and went with him to the above address. The said 
Engineer broke in the front door and discovered a Mr. Bennett suffering 
from stab wounds which he had inflicted on himself. He made a dash at 
the said Engineer with a knife and cut the Engineer's shirt at the waist 
before the Policeman came to the Engineer's assistance. They disarmed 
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him and he was made a prisoner. His prompt action possibly prevented 
the said Bernet from inflicting further injuries to himself or others, as he 
had stabbed his wife before cutting his own throat. 

July 22, 1902, 10.05 a. m. ― Fireman John H. Bedell, Engineer Com- 
pany 108, while returning from meals, caught a runaway horse attached to 
a milk wagon, on Court street, near Gold. He was dragged about 300 feet, 
when the horse, turning into the curb, threw Fireman Bedell against a 
watering trough, which caused him to fall on the street, and both wheels 
of the wagon passed over him just below the abdomen. The horse was 
held by citizens. He was removed to the Brooklyn City Hospital, suffer- 
ing from severe contusions of the stomach and right leg. His prompt 
action averted serious injuries to the children playing in the street at the 
time. 

September 7, 1902, 11.40 a. m. ― Engineer of Steamer James Bridges. 
Engine Company 123, while on duty on the fircboat "Seth Low," at the 
foot of Alain street, and while standing on the dock, saw Patrick Dean, of 
No. 45 Fulton street, who was sitting on the stringpiece, accidentally fall 
overboard. Said Engineer, fully dressed, plunged into the river and swam 
to his rescue, and caught him as he was about to disappear for the last time, 
and kept the man afloat until members of the company placed a rope around 
him. He was hauled to the pier and later removed to his home. The 
prompt action of the engineer was attended with personal risk, as the 
drowing man was unable to help himself in any manner, and the current 
in the river is very strong at this point. 

November 5, 1902, 1.40 a. m. ― Fireman first grade Hugh L. Kelly, 
Engine Company 123, while on house watch heard cries of "Ileip!" coming 
from outside the quarters. He notified the commanding officer, and went 
out and discovered Frank AlcCabe, of No. 91 Spencer street, struggling in 
the water, clinging to a spile between a canal boat and the dock on the 
east side of the pier. Fireman Kelly secured a rope and was lowered by 
the legs to other members of the company until he could tie a rope around 
McCabe, when he was pulled up to the dock. This rescue was attended 
with personal risk, on account of the dangerous position he occupied be- 
tween the barge and the dock, and said McCabe would certainly have 
drowned if not for the quick response of Fireman Kelly. 
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Volunteer System, Borough of Queens. 



Members. 

Town or Village. Companies. (Estimated). 



Chapter 82 of the Laws of 1900, amending the provisions of section 722 
of the Greater New York Charter, as enacted in 1897, provided that an 
annual allowance for the support and maintenance of volunteer companies 
in the borough of Queens should be made by the Board of Estimate and 
Apportionment, as follows : 

Engine companies, each $1,200 00 

1 1 cki k and ladder companies, each t,ooo 00 

Hose and patrol companies, each 800 00 



It also authorized said Board, in its discretion, to appropriate such sums 
of money as it might deem necessary for the purchase of apparatus for the 
several volunteer companies and for the maintenance of the Fire Alarm 
Telegraph System in said borough. These provisions were incorporated 
in the same section of the charter as amended in 1901. 

During the summer of 1902 an inspection was made . by Chief of Bat- 
talion Patrick Kevins, in Charge of Repairs, of the several companies of the 
volunteer departments of this borough with a view to ascertaining their re- 
quirements. As a result of such inspection requisitions were made in Oc- 
tober for seventy horses, 16,200 feet of hose, 10 trucks, 14 hose wagons, 
6 battalion chiefs' wagons, single and double harness, hangers and weights 




Newtown 

Far Rockaway 

Flushing 

VVoodhaven 

Richmond Hill 

Rockaway Beach 

Columbia Fire Department, Richmond Hill 

Jamaica 

Baysi 

Hollis 

College Point 

Queens 

Whitestone 

Springfield 

Total 



05000 o 2 o 0-3794 loo 

594 7 J i 4 I .,1 C.8 r*» 6 2,」 3 

3 2 312 2 I jo 



I 468 5 C 2 7 *. 



IS 
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for same. Bids for supplying the same were duly advertised and contracts 
were awarded, but no deliveries made during the year, they not being due 
until 1903. It was ascertained that the condition of the appropriation for 
1902 would permit of the purchase of but forty horses. 

During 1903 it is proposed to deliver the articles contracted for, also 
forage for horses. Additional hose will be required during the year to 
replace such as may be destroyed in active service, and some few companies 
are in need of new apparatus. If the appropriation will permit, thirty addi- 
tional horses will also be provided. Before, however, equipping all the 
companies requiring horses, stalls and extensions will be required in a 
number of instances. The Acting Assistant Superintendent of lUiildings is 
now engngcd in an inspection of the quarters of the companies requiring 
horses, with a view of having the work on stalls conimcnccd at the earliest 
possi1)lc ir.onicnt. 

The following statement shows the condition of the telegraph system 
in various towns in this borough at the beginning of 1902， and what has 
been accomplished during the year in the way of rehabilitation. 

Newtown. 

Circuits were in a very bad condition, the iron wire badly corroded and 
running parallel with the Long Island Railroad tracks throughout the town. 
The route of circuits has been changed and new insulated No. 10 copper 
wire run to cover a larger area, thirty-five miles of wire having been re- 
quired for the purpose. 

The gong instruments have been repaired and inspected once a week. 
The street boxes that were damaged by electric light crosses have been 
repaired and are working properly. The batteries were in such condition 
thdt they required the installation of 150 celfe of new battery complete. 

. Rockau，ay Beach. 

The wires were found to be untied, insulation broken and the system 
bearing every indication of neglect. The circuits have been rebuilt through- 
out. These circuits had been constructed on electric light pole lines, and 
in changing the circuits they have been altered to low tension pole lines. 
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All the tower strikes have been repaired and inspected twice a week. 
Slack wire was cut out and six miles of No. 10 B. & S. insulated copper 
wire used to rebuild circuits. 

College Point. 

A new circuit from Flushing to College Point has been constructed as 
a battery station, covering all the area of College Point, and is now ready for 
boxes. Eight miles of No. 10 B. & S. copper wire were used in the work. 

Flushing. 

All instruments and boxes that had been damaged by electric crosses 
have been repaired and are now working satisfactorily. Existing circuits 
are built of iron wire and are in very bad order, running with high tension 
currents. These circuits are to be rebuilt during the cdming year. 

Jamaica and Far Rockaivay. 

Circuits parallel ； wire is to be run so as to cover a • larger area and 
reduce the mileage in circuits this year. 

It is contemplated in the early part of 1903 to begin the work of install- 
ing an up-to-date system of fire alarm telegraphic communication through- 
out the borough of Queens, the plans and specifications for which are at 
present under consideration and taking definite shape. The cost of the 
work will exceed $25, OCX). 

Report of Medical Oncers. 



Number of cases of illness . .* 376 

Number of cases of injury 158 

Total 534 

Time lost (number of days for illness) 3.694 

Time lost (number of days for injury) 2.250 

Total 5,944 



Deaths in the Uniformed Force ― 

Natural causes 13 

Killed 5 

Total • 18 



Deaths among the retired men 4 

Number of men retired for physical disability 6 



Physical Examinations. 

During the year, in conjunction with the medical officers of the boroughs 
of Manhattan and The Bronx, Brooklyn and Queens examined all the offi- 
cers of the entire Department. 

All the men, boroughs of. Brooklyn and Queens, below the rank of 
Assistant Foreman, were examined at their quarters. 

The physical condition of the force is, at the present time, excellent, the 
sick list containing but a small number of names. 

Total number of officers and men, boroughs of Brooklyn and 

Queens, examined 1,135 

Total number of officers, boroughs of Manhattan and The Bronx, 

examined 238 
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Retired from All Scrz ice After Twenty Years' Service. 



Date Date 
Name, Grade and Company. Appointed. Retired. 



William J. Higgins, Engineer Steamer, Engine 

151 

Hugh Riley, First Grade Fireman, Engine 127. . 

John H. Perry, Deputy Chief, Seventh Division . . 
Joseph H. Dennett, Assistant Foreman, Engine 
12s 

Chas. H. Bixby, Foreman, Hook and Ladder 60. 

James Lawlor, First Grade Fireman, Engine 103. 

Charles Shay, Assistant Foreman, Engine 106... 

James Doyle, Battalion Chief, 22d Battalion. . . . 

Samuel G. Huestis, Battalion Chief, 23d Battalion 

James S. Smith, Foreman, Engine 103 

Owen S. Campbell. Foreman, Engine 129 

Isaac B. Guischard, Engineer Steamer, Engine 
iii 

William Harris, Foreman. Engine 157 

John Dowd, First Grade Fireman, Hook and 

Ladder 67 

John J. Hughes, Assistant Foreman, Hook and 

Ladder 63 

Daniel J. Garrity, Foreman, Engine 102 

John S. Carney, Foreman. Hook and Ladder 54. 
George W. Kcighler, Assistant Foreman, Engine 
161 

James Lahey, Engineer Steamer, Engine 106 • … 

Robert Wallace, First Grade Fireman, Engine 136 



Feb. 


9' 


1876 


Jan. 


1, 


1902 


On application 


Jan. 


3。, 


1882 


Feb. 


1, 


1902 


On application 


July 


IS, 


1880 


April 


1, 


1902 


On application 


Sept. 


IS, 


1869 


April 


1, 


1902 


On application 


Feb. 


7, 


1876 


May 


1， 


1904 


On application 


May 




1870 


May 


1， 


1902 


On application 


May 


6, 


1874 


May 


i, 


1902 


On application 


Sept. 15, 


1869 


June 




1902 


On application 


Sept. 




1869 


June 




1902 


On application 


April 


7, 


i877 


June 




190a 


On application 


Sept. 


15, 


1869 


June 


11' 


1902 


On application 


April 


23, 


1872 


June 




190a 


On application 


Sept. 


15， 


1869 


June 


16, 


1902 


On application 


J.)ec. 


19, 


1872 


June 


18, 


1902 


On application 


June 


20, 


1882 


July 




1902 


On application 


Sept. 




1869 


Aug. 




1902 


On application 


Jan. 




1882 


Aug. 




1902 


On application 


x\lar. 


7， 


1878 


Sept. 




190a 


On application 


Sept. 


15, 


1869 


Oct. 




1902 


On application 


Feb. 




1882 


Nov. 




1902 


On application 



Retired from All Service for Disability. 



Name, Grade and Company. 



Date Date 
Appointed. Retired. 



/atnes Dale. Deputy Chief, in charge of Brook- 
lyn and Queens Sept. 15, 1869 May 1,1902 

John Mullady, First Grade Fireman, Hook and 

Ladder Company 65 July 1, 1892 May 1, 1902 

James Flanndly, Assistant Foreman, Engine 

Company 104 July i, 1895 May 1， 1902 

Thos. F. Gray, Engineer Steamer, Engine Com- 
pany 127 Sept. ii f 1893 June 16,1902 

John R. Hanson, First Grade Fireman, Hook 

and Ladder Company 53 Feb. 1, 1896 July 7， 1902 

Wm. A. Young, First Grade Fireman, Hook and 

Ladder Company 64 Dec. 9, 1895 Sept. 1, 1902 

Patrick Harrigan, First Grade Fireman, Hook 

and Ladder Company 51 Aug. it, 1891 Nov. 1, 1902 
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Deaths Among Those Retired {rum the Serz icc. 



Name. Grade Date Date 

ami Company. Appointed. Retired. Cause. Date of Death. Cause. 



B a r 1 1 e y Gunning, 

First Cirade Fire- 
an, Engine io8..2 
lard Gray, First 
r a d e Fireman, 

ngine 10^ July i, 1874 Dec. 31, 1894 20 years' service May 22, 1902 Paralysis 



,n, Engine 1 08.. Sept. 20, 1869 Aug. 9,1894 Physical disability April 20, 1902 Consumption 
■Bernard Gray, First 
Grade Fireman, 

Engine 104. J"' 

James Dale, Deputy 
Chief, in charge 
Brooklyn and 

Sueens Sept. 15, 1869 May 1,1902 Physical disability Sept. 20, 1902 Dropsy 
, ti Mullady, First 
Grade Fireman, 
Hook and Ladder 

65 July 1,1892 May 1,1902 Physical disability Nov. 29,1902 Consumption 



Deaths in the Uniformed Force. 



Name, Grade and Company. 



Date of 
Appointment. 



Date of 
Death. 



William F. Dowd, First Grade Fireman, Engine 

161 Dec. 3, 1888 Jan. 14, 

Joseph Schmitt, First Grade Fireman, Hook and 

Ladder 54 Ji'ne 12,1897 Feb. 17 

Thomas J. Cooney, First Grade Fireman, Engine , 

123 • Dec. 7,1898 Mar. iq 

Alonzo Brymer, Fire Marshal, Headquarters Nov. 1, 1894 May 21 

Thos. F. Gorman, First Grade Fireman, 'Engine , 、， 

141 Mar. 15, 1895 May 22, 

Henry F. Meyer, First Grade Fireman. Engine 

146 Dec. 9, 1895 May 26, 

William F. Dains, Assistant Foreman, Hook and 

Ladder 6s May 20, 1889 June 13 

Michael T. Irwin, First Grade Fireman, Hook and 

Ladder 55 J 賺 1897 July 22 

Frank J. Maguirc, Fourth Grade Fireman, En- 
gine 128 Mar. 10, 1902 Aug. 31 

John F. Livingston, First Grade Fireman, En- 

gine ia«? Dec - 9, 1895 Sept. 7, 

John J. Fee, Battalion Chief. 23d Battalion April 22, 1878 Nov. 25, 

James Dawe, First Grade Fireman, Engine 139* - Mar. 17, 1888 Nov. 29, 

Wm. J. Stumpf, First Grade Fireman, Engine 117 Feb. 1, 1895 Dec. 6, 

Wm. H. Shaw. Engrineer Steamer, Engine 140. . Sept. 15,1869 Dec. 9, 

Thos. J. McGinnlss. Engineer Steamer, Engine 

120 Sept. 11, 1883 Dec, 21 

Thos. S. Coppinger, Battalion Chi«f, 33d Bat- 
talion Mar. 17, 1888 Dec. 26, 

William F. Jeffrey, Assistant Foreman, Engine 

126 Mar. 15, 1888 Dec. 26, 

Michael J. OToole, Fourth Grade Fireman, 

Hook and Ladder 55 June 19, 1902 Dec. 26, 



1902 



Cause. 



Asphyxiation 

Peritonitis 

Drowned at fire 

Cancer 

Pneumonia 

Heart diseaso 

Phthisis 



1902 Pneumonli* 
IQ02 
1902 
1902 



Spinal menin^k 
tis 

Fractured skull 

at fire 
Pneumonia 

Pneumonia 

Cancer 

Fractured skull 
at fire 

Fractured skull 
at fire 

Fractured skull 
at fire 
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Register of Officers of the Uniformed Force in Active Service on Decem- 
ber 31, 1^02, 

r-Original Appointment-^ t Promotions > 

Name. Grade. Date. Grades. Dates. 



Deputy Chiefs of De- 
partment. 

1. James F. Murray. . . Fireman Sept. 



1878 



Samuel Duff. 



Fireman Sept. 15, 1869 
Foreman Sept. 15， 1879 



3. Thomas Lally Fireman Aug. 15, 1870 



Chiefs of Battalion. 

1. Frank J .Duffy.... Fireman July 7, 

2. James Cummings. . Fireman April 2, 



3. James Cunningham. 

4. James Maguire. . . . 

5. William McCarthy. 

6. John F. Dobson . . . 

7. Dennis McGroarty . 

8. John O'Hara 



Foreman Sept. 15, 
Fireman Dec. 19, 



1880 

1885 

869 
872 



Fireman June 9, 1873 

Fireman Jan. 7, 1876 

Fireman Sept. 15, 1869 

Fireman Jan. 30, 188a 



9. John J. Dooley Fireman Oct. 1, 1881 

o. James Kellock. . . . . 

11. David Kirkpatrick . 



Fireman Feb. a, 1871 

Fireman Feb. 18, 1879 



Foreman Oct. 22, 188. 

Assistant Chief Mar. 27, 1S94 

Deputy Chief of Department Jan. 28, 1898 

Deputy Chief of Department in 

charge of boroughs of Brooklyn 

and Queens Nov. 15, 190^ 

(a) Foreman Dec. 31， 1869 

District Engineer Dec. i, 1887 

Chief of Battalion Jan. 28， 1898 

Deputy Chief of Department Sept. 3, 1898 

Assistant Foreman April 21, 1873 

Foreman Nov. 1, 1881 

Chief of Battalion " 

Deputy Chief of Department 

Assistant Foreman 

Foreman 

C hief of Battalion 

Assistant Foreman 

Foreman 

Chief of Rattalion 

District Engineer 

Chief of Battalion 

Foreman 

District Engineer ,. 

Chief of Battalion 

Foreman 

District Engineer 

Chief of Battalion 

Foreman 

District Engineer 

Chief of Battalion 

Foreman 

District Engineer 

Chief of Battalion 

Assistant Foreman 

Foreman 

District Engineer 

Chief of Battalion 

Assistant Foreman 

Foreman 

Chief of Battalion 

Foreman 

District Engineer. , 

L hief of Battalion ； • • 

Foreman • • 

Di«?tr ; ct Engineer 

Chief of Battalion 





(a) Dismissed March 5, 1878; reinstated September 15, 1879. 
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Original Appointment <1 Promotion- 



Name. Grade. Date. Grades. Dates. 



(b) Resigned as Fireman, April 17. 1882; reappointed Knprineer April 17, 1882. 



12. David b. 1 nomas. . Fireman Jan. 1, 1878 Assistant Foreman . 

Foreman 

District Engineer … 
(.'liicf of Battalion. . . 

13. Frederick J. Snow. Fireman Nov. 10,1891 Assistant Foreman . . 

Foreman 



District Engineer. 
Chief of Battalion. 



14. William C. Clark. • Fireman Aug. 18,1884 Assistant Foreman 

Foreman 

Chief of Battalion , 

15. Edward J. Norton... Fireman Feb. 18, 1879 ,W"tam Foreman 

Foreman 

I)、trict Engineer 

C hief of Battalion 

16. Thomas A. Kenny. Fireman Aug. 4, 1876 Assistant Foreman 

l'"o reman 

Chief of Battalion , 

17. Patrick Ncvins. . .(b) Fireman July 1, 1875 Superintendent of Repair Shops. 

Engineer April 17, 1882 C hief of Battalion 

18. Edward H. Heard. Veter- 

inary • 

Surgeon April 1, 1886 C'hiof of Battalion 

19. John Murphy Inspector July 15, 1880 Superintendent of Supplies 

District Engineer 

Chief of Battalion 

Foremen. 



Sept. 


IS, 1869 


\s<i c 5tant 
Foreman 


Foreman 


Sept. 


13, 1883 






Foreman 




Nov. 


1, 1881 


Assistant 
Foreman 




April 


22, 1878 


Foreman 




April 


22, 1878 


Assistant 
Ft>reman 




Sept. 


17, 1883 


Assistant 
Foreman 




June 


15, 1887 


Assistant 
Foreman 




Dec. 


10, 1872 


Engineer 
Assistant 
Foreman 




Sept. 


15, 1869 


Vssistant 
Foreman 




Jan. 


"， x88j 


V«. distant 
Ffireman 




April 


1. 1 881 


Assistant 
Foreman 




Sept. 


15. i860 






Aug. 


15. 1870 


、 "istnnt 
Foreman 





Mar. 
June 


9, 


1887 
1891 


April 




1805 
i897 


Mar. 
Oct. 


10, 


1887 
1892 


Jan. 




1886 


Mar. 


12, 


1899 
1892 


Feb. 
Dec. 


8, 


1894 

1896 


Feb. 
Dec. 




1896 




12, 


1882 
1892 
1896 






1R89 

1891 


Mar. 
June 




1887 
1891 


Tuly 
June 




t88q 
T891 


Aug. 


6, 


1886 


Mar. 
July 




T»»7 

T889 



HI 



1899 



ril 30, 1884 
ril 1, i8g6 

b. 11, 1900 



9 5 78 3 4 705 37a 9 1 78 9 58 I 9 

8^99 9^ 9 9 o 8 ^99 78 9 9 9 

8888 8888 88 9 oo&oooo 888 88 

12 II 2 2 2 I 



AAF 
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^Original Appointment-^ , Promotions 



Name. Grade. Date. Grades. Date: 



14. Jos. J. M cCormick. Fireman June 16, 1871 Foreman July 1 

15. Hugh Gallagher. . . Fireman Nov. 30, 1881 Assistant Foreman Mar. 1 

Foreman July 1: 

16. Emmet Soden Fireman Sept. 15, 1883 Assistant Foreman 

Foreman 



17. Patrick McGuire. - . Fireman June 11, 1883 Assistant Foreman . 

I- ore man 



19. William C. Rogers . Fireman June 15， 1885 Assistant Foreman. 

Foreman 



20. Edward Dougherty. Fireman April 11, 1871 .、.sMsum Foreman. 

l'orcman 

21. Patrick Lahey Foreman Sept. 15， 1869 

22. Michael Murray. - - Fireman Jan. 20, 1872 Foreman 



23. Bernard A. Matschke Fireman April 1,1890 Assistant Foreman. 

Foreman 



Foreman 



26. Peter \V. Birck. . .(^Inspec- 

tor of 

Buildings May 5, 1874 Foreman 

Inspec- 
tor of 

Buildings Sept. 15, 1879 Foreman 

27. John R. Braisted. . Fireman Dec. 15, 1885 Asbi>tant Foreman . 

Foreman 



28. John Hogarth Fireman Feb. 16,1887 . s ssi*.tant Foreman. 

, l*o re man 



^q. Tliomas F. Har- 
rington Fireman Jan. 2, 1889 Assistant Foreman . 

Foreman 

30. Henry Wackerman. Fireman Feb. 3, 1887 Assistant Foreman. 

Foreman 



(； co. H. Fletcher. . Fireman Feb. 1,1884 Kngineer 

As>is 



s>istant Foreman. 
Foreman 



32. John J. Callaghan. Fireman Dec. 15, 1885 v ssi«itant Foreman. 

Foreman 



3. Charles D. Ruddy. . Fireman Dec. 19, 1872 Vs^istant Foreman. 

I'oreman 



Marks Fireman Jan. 2， 1889 Xs^istant Foreman . 

Korcnian 



June 




Jan. 




^unc 




Sept 




Mar. 
Dec. 


9 


Mar. 
Dec. 


1 


Aug. 


5 


Jan. 
Dec. 


,5 


Tunc 




Jan. 


15 


F"eb. 




Dec. 


9 


May 


29 


Oct. 


13 


Mar. 
Dec. 


j 


Tune 
Jan. 


20 




15 
15 


Tunc 
Jan. 


IS 


Dec. 
Dec. 




Dec. 




{)cc. 


15 


Mar. 
July 






15 
IS 


Oct. 


10 


Dec. 





36. Fdwin A. Thompson Fireman Feb, i i v 1891 \ssistant Foreman Dec. 9 

Fnn man Dec. 1 5 



s 7 9 I 4 I 4 5 7 b 7 J 

00 8 8 99 99 8 009 8 9 

8 88 88 00 30 00 8 wo 8 8 



6 46 14 2 5 o 8 56 16 4 7 14 45 7 4 7 7 9 47 26 57 

b 99 99 99 8 8 99 99 9 9 9 9 9 9 9 99 8 8 Q 9 Q 9 9 9 

8 88 OQdo 88 00 8 88 88 88 88 8 8 8 00 8 oo 8 88 OC 8 8 00 



(c) Dismissed January 7i, 1878; reappointed September 15, 1879; dismissed July 13， 1880; 

reinstated October 13, 1888. 
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t Original Appointment- 
Name. Grade. 、 Date. 



37. 


Andrew W. Beith.. 


Fireman 


April 




1885 


38. 


Dennis J. McKin- 


Fireman 


June 


IS, 


1885 


39- 


Charles F. Connolly 


Fireman 


Jan. 




18S9 


40. 


Charles E. Costello. 


Fireman 


April 




1885 


41. 




Fireman 


June 


15' 


1885 


42. 


Edward Eichhorn . . 


Fireman 


Jan. 




1882 


43- 


Robert Reardon . . (d) 


Fireman 
Fireman 


Nov. 
June 


30, 


1880 
1883 


44. 


Lester A. Roberts. . 


Fireman 


April 




1885 


45- 


Francis H. Molloy. 


Fireman 


Dec. 


28, 


1876 


46. William H. Brown. 


Fireman 


June 


15, 


1887 


47. 


Henry B. Burtis. . . 


Fireman 


Oct. 




1887 


48. 


Michael Friel 


Fireman 


Oct. 


1 1, 


1871 


49. 


John Fitzgerald. . . . 


Fireman 


Jan. 




1881 


50. 


Martin F. Brady. . . 


Fireman 


Jan. 


18, 


1882 




Peter Campbell .... 


Fireman 


Sept. 


IS, 


1869 


r,-'- 


Michael Quinn. . ..(e) Fireman 
Foreman 


Dec. 
Sept. 


2 h 
18, 


1869 
1879 




丄'' rank L. Woods. . 


Fireman 


June 


IS, 


1885 


S4- 


Alex. J. Sheridan. . 


Fireman 


July 




1885 


55. 


James L. Haviland. 


Fireman 


Feb. 


7, 


1876 


56. 


Michael J. Nagle. . 


Engineer 


June 




189^ 


57. 


Patrick J.. Hughes. 


Driver 


Feb. 


12, 


1891 


58. 


Robert B. McPhail 


Driver 


Feb. 


12, 


1891 


59. 


George L. Brown. . 


Fireman 


Feb. 


12， 


1891 


60 


Benjamin Z. Boyd. 


Driver 


Mar. 




1892 


61. 


Michael J. Cannon. 


Fireman 


Feb. 


12, 


1891 



Promotion 

Grades. Dates. 



Engineer Oct. 1, 1893 

Assistant Foreman Dec. 12,1894 

Foreman Dec. 1, 1896 

Assistant Foreman Mar. 1， 1887 

t orcman Oct. 10, 189 J 

Assistant Foreman July 1, 1895 

Foreman Dec. 1, 1896 

Assistant Foreman Oct. 10, 189a 

Foreman Oct. i p 1895 

Assistant Foreman July 1, 1895 

Korcman Dec. 15， 1897 

Assistant Foreman Jan. 1, 1895 

Foreman April 1， 1897 

Engineer Mar. i» 1886 

Assistant Foreman Dec. 9, 1895 

Foreman Dec 15, 1897 

sistant Foreman Dec. 9, 1895 

reman Dec. 10， 1896 

Assistant Foreman Jan. 15, 1894 

Foreman Dec 1, 1896 

Assistant Foreman Dec. 13, 189 J 

Foreman Dec. 15, 1897 

Assistant Foreman Tuly 15, 1895 

Foreman Jan. 4,1897 

Foreman Aug. 6, 1886 

Assistant Foreman Mar. 1, 1887 

Foreman Feb. 11, 1890 

Assistant Foreman Aug. 11,1892 

Foreman Dec. 9, 1895 

Foreman Mar. 20 t 1883 



Foreman Sept. 25, 1872 



A«!.>isinnt Forf man Dec. 9, 1895 

Foreman Dec. 15, 1897 

Assistant Foreman Mar. 1, 1887 

Foreman Jan. 15, 1894 

Engineer Tan. 15, 1882 

Assistant Foreman Mar. 1, 18H/ 

Foreman July 15, 1855 

Foreman Nov. 30, 1897 

Foreman Nov. 30, 1897 

Foreman Nov. 30, 1897 

Foreman Nov. 30, 1897 

Foreman Dec. 18, 1894 

Foreman Nov. 30, 1897 



As 
Fo 



(d) Dismissed March 9, 1883; reappointed Tune 1, 1883. 

(e) Dismissed September 17, 1878; reinstated September 18, 1879. 
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Original Appointment 、 , ； Promotion- 



Name. Grade. Date. Grades, 丄） ate& 



(f) Dismissrd July 7. 1896; reinstated April 2. 1898. 

(g) Retired Tulv 10. 1000： restored to duty May 1001. 



62. John J. Slattery . . Driver July 7, 1896 Foreman Nov. 30 

63. George H. Smythe.(0 Foreman June 11， 1894 

Foreman April 2, 189b 

64. Thomas McKeon . . Driver July 7,1896 Foreman Nov. 30, 

65. William H. Holmes Fireman Jan. i, 1883 Engineer Tune 17, 

Assistant Foreman Dec. 15 

Foreman Sept. 1 

66. Charles II. Furey. Fireman Nov. 16, 1891 Assistant Foreman April 1 

Foreman Aug. 1 

67. John Clunie Fireman July z\ t 1890 Assistant Foreman Dec. 1 

Foreman Sept. i, 

68. Wm. J. Stapleton . . Fireman Jan. a8, 188a Assistant Foreman Mar. 1 

Foreman Sept. 1 

69. John F. Scanlon . . Fireman July 1,1892 Assistant Foreman Dec. 15 

Foreman Sept. 1 

70. Patrick J. Golden . Fireman June x, 1889 Assistant Foreman Feb, 1 

Foreman Sept. 1 

71. Eugene J. McKenna Fireman Nov. 16, 1891 -\hsistant Foreman Jan. 4 

Foreman Aug. 1 

72. John J. Donohue. . Fireman July 15,1889 Asistant Foreman Dec 1 

Foreman Sept. 1 

73. Henry W. Riecken- ' 

berg Fireman Nov. 16, 1891 Assistant Foreman Jan. 20 

Foreman Aug. 1 

74. Thos. F. O'Connor. Fireman July 15, 1889 Assistant Foreman Feb. 1 

Foreman Aug. 1 

75. James Reilly Fireman June 15， 1885 Assistant Foreman Jan. 20 

Foreman Aug. 1 

76. John T. Farrell . . . Fireman Feb. 11, 1887 Assistant Foreman Feb. 1 

Foreman April 1 

77. Martin J. Smith. . Fireman April 16, 1890 Assistant Foreman Dec. 15, 

Foreman Aug. 1 

78. Henry P. Kirk Fireman Sept. n t 1893 Assistant Foreman Mar.. 5 

Foreman Aug. 1 

79. James Langan Fireman Oct. 14, 1887 Assistant Foreman Jan. 15, 

Foreman April 1 

80. Thomas J. McCue. . Fireman Sept. 6, 1887 Assistant Foreman 

Foreman 



Foreman . 



81. James J. Ryan . . . (g) Fireman Mar. 21,1888 Assistant 

Foreman May 23, 1901 Foreman 

82. John J. McGroncn . Fireman April 1, 1890 Assistant Foreman . 

Foreman 



83. Edward J. Doyle. . Fireman Jan. 11,1893 % ssi«tant Foreman . 
' Fc reman 



84. Patrick J. Kelly. . . Fireman Sept. 1.1887 V'shtant Foreman . 

Foreman 



85. George F. Harridan Fireman Aue. 1 1, 1891 Assistant Foreman . 

' Frroman 



1897 
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, Original Appointment \ , Promotion- 
Name. Grade. Date. Grades. 



86. Edward Karchcr. . 



Fireman 



June 15, 1885 Engineer , 

Assistant Foreman . 
Foreman 



87. Bernard L. Storp. . Fireman 

88. - Clatus Burke Fireman 

89. Christopher S. Lcavy Fireman 

90. Henry Piatt Fireman 

91. Cornelius Cunning- 

ham Fireman 

92. David H. Mc- 

Clymont Fireman 

93. Louis T. Hauck. . . Fireman 

94. George Lam pert. . . Fireman 

95. Francis C. Spil- 

lane Fireman 

96. Patrick Mahcr, No. 



Jan. 21, 1884 .\.s si st ant Foreman. 

Foreman 



July 17, 1 891 Assistant Foreman. 

Foreman ： . . . 



May 3, 1871 Engineer 

-Wistant Foreman. 
Foreman 



April 2, 1885 Assistant Foreman . 

Foreman 



Oct. 7. i8S(> .\.^sistant Foreman. 

Foreman , 



May 



Aug. 



iSSj Engineer 

Assistant Foreman . 
Foreman 



1 89 1 Assistant Foreman. 
Foreman 



June is, 1889 Assistant Foreman . 

Foreman 



Feb. 18, 1884 Assistant Foreman. 

Foreman 



Fireman 



Assistant Foremen. , 

1. William E. Collins. Fireman 

2. Michael F. Judge . Fireman 
j. William H. Dennin Fireman 

4. John Fricl Fireman 

5. George Gibson Fireman 

6. Thomas F. Kain . . Fireman 

7. John O'Brien Fireman 

8. Cornelius G. Fagan. Fireman 

9. John Matthews Bell 

Ringer 

0. Patrick Hoynes. . . . Fireman 

1. John Gorman Fireman 

2. Abraham L. Turner Fireman 
John W. Smith, Jr. Engineer 

4. William C. Lloyd. . Fireman 

5. Wm. H. Berdan . . (h) Fireman 

Fireman 



June 7， 1886 Engineer 

Assistant Foreman . 
Foreman 



Aug. 11, 


1891 


Ass 


stant 


Foreman . 


June 15, 


1887 


Ass 


stant 


Foreman . 


Oct. 1, 


1883 


Ass 


stant 


Foreman . 


Sept. 15, 


1869 


Ass 


istant 


Foreman . 


Feb. 11, 


1891 


Ass 


stant 


Foreman . 


Jan. 12, 


1S82 


-Ass 


stant 


Foreman. 


Jan. 1, 


1878 


A^s 


stant 


Foreman. 


Oct. 29, 


1S90 


Ass 


stant 


Foreman . 


July 13. 


1880 


Ass 


stant 


Foreman. 


Nov. 15, 


1881 


Ass 


stant 


Foreman . 


Jan. 23, 


1882 


Ass 


stant 


Foreman , 


July 1, 


1892 


Ass 


stant 


Foreman . 


Feb. 3 ， 


1887 


Ass 




Foreman. 


July 1. 


1892 


Ass 


stant 


Foreman . 



Sept. 9, 1878 
April 17, 1882 



Assistant Foreman. 



(b) Dismissed September 15, 1870; reinstated April 



t382. 



1895 
1902 



1883 
1896 
1902 

1896 
1902 

i897 
1902 



1889 
1902 



1889 
1891 
1898 

1895 
1 891 
1894 
1896 
1897 
1896 
1890 
1894 

1897 
1887 
i897 
1807 
1897 
1897 

1895 



Nov. i 
20 



15 




July 10 

Dec. 9 
June i 



Jan. 1 5 

Dec. 1 

Dec. 15 

Jan. 20 

Feb. 11 

Jan. 15 

Dec. 15 

Mar. i 

Dec. 1 5 

Dec. 15 

Dec. 15 

Dec. 1 5 

Dec. i 



5 7 1 6 I 7 I 3 4 1 2 I 

990 9 o 90 990 9 o 

88 9 8 9 8 9 800 9 8 9 




JJ 1 J r J JJ 



«S7 



r-Origiaal Appointment-^ , Promotions 

丄、 ame. Grade. Date. Grades. Dates. 





James S. Pry or. , . . 


Fireman 


Feb. 


17, 1887 


Assistant 








1894 




Frederick J. Wohl- 


Fireman 


Aug. 
Mar- 


28， 1882 
7, 1888 


Assistant 






X, 


2896 
1894 


1 8. 


John S. Gillespie. . . 


Fireman 


Assistant 






15, 


19. 




Fireman 


Sept. 

July 

April 


11, i893 
18, 187 1 
1, 1890 


Assistant 






15. 


1897 
"94 
1896 


20. 




Fireman 


Assistant 




Jan. 




Eugene O. Pownall. 


Fireman 


Assistant 






22. 


William Dougherty. 


Fireman 


Dec. 


3, 譲 


Assistant 




Dec. 


15. 


1897 




Michael Heffernan. . 


Firemmn 


Feb. 




Assistant 




…… • July 


15' 


1895 




Henry \V. Maloney 


Fireman 


June 


IS, 1885 


Assistant 






15, 


1897 




James H. Byrne. . . 


Fireman 


Dec 


15, 1885 


Assistant 




Feb. 




189b 


26. 


William J. Hamil- 


Fireman 
Fireman 


April 
Jan. 


17， i893 
30, 1882 


Assistant 




Dec 


"， 


1897 
1894 


27. 


Leonard R. Rhodes 


Assistant 




Dec. 


28. 


Charles F. Way... 


Fireman 


Feb. 


11, 1891 


Engineer 
Assistant 




Feb. 




1895 
i897 








15! 


29- 


Christopher F. Shaw 


Fireman 


Oct. 


14, 1890 


Assistant 




Dec 


r3. 


1897 


30. 


Daniel E. Kain 


Fireman 


Jan. 


30, 1882 


Assistant 






IS, 


1894 


31. 


Jerome R. Johnson. 


Fireman 


April 


1, 1885 


Engineer 
Assistant 






20, 


1886 










1896 


32. 


Charles Freudel . . ， 


Fireman 


Jan. 


2, 1889 


Assistant 






15. 


1897 


33- 
34- 


John G. Tillcy , 


Fireman 


Mar. 
April 


19. 1888 
1， 1892 


Assistant 










William S. Lyon. 


Fireman 


Engineer 
Assistant 




July 










35- 


John Fitzsimmons. 


Fireman 


April 


2, 1885 


Assistant 






，o. 


1897 


36. 


Russdl G. Gardner. 


Fireman 


April 


1, 1885 


Assistant 




Dec. 




1896 


？ 7. 


Fred. \V. Garvin . . . 


Fireman 


Sept. 


11. 1893 


Assistant 






15. 


1897 


38. William McClcary. 


Fireman 


April 


1, 1885 


Assistant 








1896 


39- 


James B. Campbell. 


Fireman 


April 


1, 1892 


Assistant 






IS, 


1897 


40. 


Chares Heath, Jr. . 


Fireman 


Sept. 


1, 1 88s 


Assistant 




Dec. 


9， 


1897 


41. 


Alexander Johnson . 


Fireman 


Dec. 


is. 1885 


Engineer 
Assistant 








1897 
1897 










42. 


Albert \V. Snow... 


Fireman 


June 


IS. '885 


Assistant 








1897 


43- 


•Tames J. Collins. • . 


Fireman 


April 


1. 1892 


Assisttnt 






15. 


1897 


44. 


John H. Gordon. . 


Fireman 


Mar. 


2l t 1888 


Assistant 




Dec. 


"， 


1897 


4S- 


Edward E. Smith. 


Fireman 


April 


1. t88i 


Assistant 




Feb. 




1896 


a6. 


Tohn McKenna. . . . 


Fireman 


Sept. 


t6, 1869 


Assistant 








1890 


47- 


Tames T. Geatons. . 


Fireman 


Aug. 


1, 1889 


Assistant 








1897 


48. Joseph Kennedy . • . 


Fireman 


Tan. 


", 1893 


Assistant 






15. 


1897 


49- 


Henry T. Geiger.. 


Fireman 


Nov. 


T7. T89O 


Assistant 




-.… • Jan. 


20, 
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t Original Appointment \ t ； Promotion- 



Name. Grade. Date. Grades. Datca. 



50. Charles £. Field. . Fireman July 17, 

51. George F. McGeary Fireman Dec. 15, 

52. John M. Ryan Fireman June 12, 

53. Andrew Tcnncnt-.(i) Engineer Sept. 15, 

Engineer Dec 17, 

54. Charles £. Brown . Fireman Jan. 1 

55. John H. Travera. . . Fireman Jan. 11, 

56. John J. Deegan. . . Fireman Dea 15, 

57. Quincy J. Kraft... Fireman Jan. a, 

58. Patrick Murray... . Fireman Mar. 8, 

59. Wm. J. McCarthy. Fireman June 7 

60. David O'Kecfe Fireman Mar. 21 

61. John J. Cashman. . Fireman Jan. 11 

62. James W. Byrnes. Fireman April 1 

63. Patrick Toman Fireman Mar. ia, 

64. John J. Shannon . . Fireman Mar. 12, 

65. Maurice Foley Fireman April 16, 

66. James F. Fricl Fireman Aug. 11, 

67. John B. Donovan. Fireman Dec 15, 

68. John H. Kelly Fireman April 15, 

39. Richmond J. Trapp. Fireman July 15, 

70. George W. Pratt. . Fireman Mar. 

71. Richard S. Wood. . Fireman Nov. x6, 

72. Daniel J. Cahill. . . Fireman June 15, 

73. Thot. F. Brierton. Fireman July 

74. John W. Jennings. Fireman April 

75. James Whalen Fireman April 

76. Francis J. Quayle. . Fireman Dec 

77. Henry Carlin Fireman July 

78. Patrick D. Lafferty. Fireman Mar. ao, 

79. John J. Conroy Fireman Dec. 15, 

80. Lawrence J. Reilly. Fireman May 10, 



1 891 Assistant Foreman •• Dec. 

1885 Assistant Foreman Dec. 

1889 Assistant Foreman Dec. 

1869 

18S3 Assistant Foreman Dec. 

1888 Engineer Dec. 

Assistant Foreman Dec. 

1893 Engineer May 

Assistant Foreman Aug. 

1885 Assistant Foreman Aug. 

1889 Assistant Foreman Aug. 

1888 Engineer Mar. 

Assistant Foreman Aug. 

1886 Engineer Oct. 

Assistant Foreman Aug. 

1888 Assistant Foreman Sept. 

1893 Assistant Foreman Sept. 

1892 Engineer Feb. 

Assistant Foreman Sept. 

1891 Assistant Foreman Sept. 

1 891 Assistant Foreman Sept. 

直 890 Engineer Dec 

Assistant Foreman Oct. 

1 891 Engineer May 

Assistant Foreman Oct. 

1885 Assistant Foreman Oct. 

1895 Assistant Foreman Oct. 

1889 .Assistant Foreman Oct. 

1 891 Assistant Foreman Oct. 

1891 Assistant Foreman Oct. 

1887 Assistant Foreman Oct. 

1895 Assistant Foreman Oct.* 

1892 Assistant Foreman Oct. 

1890 Assistant Foreman Oct. 

1888 Engineer Feb. 

Assistant Foreman Oct. 

1889 Engineer Dec. 

Assistant Foreman Oct. 

1889 Assistant Foreman Oct. 

1883 Enprinccr Feb. 

Assistant Foreman Sept. 

1871 Assistant Foreman Nov. 



, 1896 
1896 
, 1895 

1897 

189S 
1897 

, x899 



1900 



, 1900 

, 1894 
1900 

, 1900 

, 1900 

1 1895 



' 1900 

1897 
, 1900 

1899 
1900 

1900 

1900 



, 1900 
, 1900 
, 1900 
1900 



16. 



1891 



1897 



, 1900 

1890 
, 1900 

19， 1889 



1 Resigned March 31, 1882; reappointed December 17, 1883. 
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/ Original Appointment > t Promotion- 



Name. Grade. Date. Grades. Dates. 



81. William B. Ncrncy. 


Fireman 


Jan. 




1888 


82. Patrick J. Crosby. . 


Fireman 


Jan. 




1893 


83. Henry A. Mapes. . 


Fireman 


Jan. 


28， 


1882 


84.' John W. Hall 


Fireman 


Feb. 




189s 


85. Charles J. Mc- 


Fireman 


May 


20 t 


1889 


06. Wm. H, D. O L,ier. 


Fireman 


April 


t, 


2890 


87. William Scheibel.. 


Fireman 


Nov. 


l6, 


1891 


88. William F. Canning 


Fireman 


April 


2, 


1885 


8q. James Riley* 


Fireman 


Sept. 


I 


1869 


90. William J. Walsh. • 


Fireman 


May 




1892 


91. Gerhardt E. Weber. 


Fireman 


July 




1894 


92. Samuel Roxbury. . . 


Fireman 


May 


20, 


1884 


93. Frederic Smith 


Fireman 


Dec. 


20, 


1886 




Fireman 


June 


7. 


1886 


95- Luke C. Porteus. . . 


Fireman 


July 




1895 


96. Arthur Rooney 


Fireman 


Jani 


9, 


1895 


97. Edward J. Matthews 


Fireman 


May 


18, 


1892 


98. Robert McEvoy 


Fireman 


May 




189s 



Assistant Foreman June 8， 1901 

Assistant Foreman June 8， 1901 

Assistant Foreman June 8， 1901 

Assistant Foreman June 8, 1901 

Engineer Dec 24, 1897 

Assistant Foreman Dec. 1, 1901 

Assistant Foreman Dec i t 1901 

Assistant Foreman • Dec. 1,1901 

Assistant Foreman Dec. - i t 1901 

Assistant Foreman Dec. 1, 1901 

Engineer Aug. 10, 1895 

Assistant Foreman July 21， 1902 

Engineer July 4, 190^ 

Assistant Foreman July 21， 1902 

Assistant Engineer Sept. 4, i88< 

Engineer Jan. 1， 188& 

Assistant Foreman July 21, 1902 

Assistant Foreman July 21, 1902 

Assistant Foreman July 21, 190》 

Engineer April 18, 1896 

Assistant Foreman Aug. 15, 190a 

Assistant Foreman Nov. 15， 190a 

Assistant Foreman Nov. 15, 1902 

Assistant Foreman Jan. 1, 1901 



Report of Bureau of Combustirles. 
M oney Received for Licenses and Permits Issued, Penalties Collected, 



Sale of Explosives, etc., Seised, etc. 

For kerosene oil licenses issued at $10， 3,541 $35,410 00 

For powder licenses at $5, 44 220 00 

For special permits issued at $2, 2,169 4,338 00 

For wholesale fireworks permits issued at $20, 1 20 00 

For retail fireworks permits issued at $5， 296 1,480 00 

For kindling fire in streets permits issued at 50 cents, 54. . . . 27 00 
For permits to use and keep explosives in hand magazine 

issued at $10, 14. 140 00 



For permits to use and keep explosives in main magazine 



issued at $25, 2 50 00 

For permits to manufacture fireworks issued at $100, 1 100 00 

For special permits issued at $5, 58 290 00 

For special permits issued at $10, 4 40 00 

For special permits issued at $20, 6 120 00 

For kerosene oil licenses issued in 1901 3,000 00 



Total for licenses and permits $45,235 00 

For penalties for chimney at $5, 95 475 00 

Total received and turned over to the Relief 

Fund $45,710 00 



Operation Under the Laws Regulating the Storage of Combustibles and 

Explosive Materials, Etc. 



Selling kerosene oil without license 

Chimney fires 

Hoistwa^s found open after conclusion of 
business 

Combustible material in excessive quantity .... 
Fireworks, chemicals, matches, etc., kept with- 
out permit 

Powder, etc., improperly stored, transported, 



Hay, straw, cotton, rags and other vegetable 
fibre stored in excessive quantity 

Total 



"3 413 374 29 4 407 6 

220 222 95 59 16 170 5a 
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2 917 919 6" 56 95 59 20 85^ 67 



276 276 242 27 



Special surveys made to determine the fitness of premises for the storage of combustibles or 
explosive material, 1,723; special surveys of places of amusement, 55; samples of kerosene oil 
collected and tested, 460. 

WILLIAM A. HERVEY, 



•su 一 pu£ 



•papunoju 口 

•Jo psod 

1061 -Ic Jvp *SU!PSJ 



.I 



.s 

.s- 



Assistant Inspector of Combustibles. 



26l 



Report of Bureau of Fire Marshal 
Hon. THOMAS STURGIS, Fire Commissioner: 

Sir ~ I have the honor to transmit herewith the annual report of the 
Bureau of Fire Marshal for the boroughs of Brooklyn and Queens for the 
year ending December 31, 1902. 

The attention of the Commissioner is called to the increase of the num- 
ber of fires and to the decreased cost of inspecting same. 

The large area of ground covered by this Bureau makes it exceedingly 
difficult to secure evidence which would warrant criminal proceedings 
against those persons whom we have had reason to suspect of the crime of 
arson. However, arrangements are being completed whereby the hearty 
co-operation of the Police Department will be given to this Bureau, and 
in the near future the results of this cooperation will be shown. 

The records of this Bureau could be simplified and improved by adopting 
a "Card Index" system, the details of which I would be pleased to submit 
should you desire it- 
Attached hereto are the data of the year's work, which I trust will meet 
with your approval. 

Respectfully, 

W. L. BEERS, 

Assistant Fire Marshal in Charge Boroughs of Brooklyn and Queens. 
Number of Fires, Year ipo2. 

Month. Fires. Month. Fires. 



January • 
February 
March . , 
April . . . 

May 

June — 
July 

August . 



September 
October . . 
November 
December 



Total •• 
False alarms 



Total 3,091 



1^22 



202 



Number of False Alarms, Year 1902. 





False 




False 


Month. 


Alarms. 


Month. 


Alarms. 



Estimated Loss, Insured and Uninsured, Year 1^02. 



Loss on Losses 
Buildii 

1902. 



Buildings on Total 

and Vessels. Contents. Loss. 



Estimated Insurance, Year 1902. 



Insurance on Insurance 
Buildings on 

1902 and Vessels. Contents. lotal. 



January $1,422,775 00 $974,625 00 $2,397,400 00 

February 1,746,400 00 916.850 00 2,663,250 00 

March 974700 00 376,825 00 1 ,351,525 00 

April • 1,462,130 00 2,179,930 00 3,642,060 00 

May 1,391,750 00 1,350,475 00 2,742,225 00 

June i，437,8oo 00 704,725 00 2,142,525 00 

July 1,337.525 00 683,200 00 2,020,725 00 

August 1,328,500 00 395,250 00 1,723,750 00 

September 675,650 00 209,050 00 884,700 00 

October 1,250,900 00 343,700 00 1,594,600 00 

November 1,449,800 00 524,230 00 1,974,030 00 

December 1,494,950 00 1,116,250 00 2,611,200 00 



Total $15,972,880 00 $9,775,iio 00 $25,747,990 00 



August 16 

September 15 

October 18 

November 21 

December 18 



Total 230 



January . 
February 
March . . 

April 

May 

June 

July …-. 



January $45,636 00 $64,635 00 

February 157.746 00 291,447 00 

March 40,286 00 39,579 00 

April 82,242 00 85,727 00 

May 132,136 00 184,532 00 

June 139,519 co 96,799 00 

Jitly 28,392 00 . 32,058 00 

August 40,038 00 29,187 co 

September 16778 00 16,427 00 

October 29,172 00 42.159 00 

November 36,109 00 58,926 00 

December 256,041 00 542,009 00 



Total $1,004,005 00 $1,483,485* 00 $2,487,580 00 



I 55 5 9\0© 8055150 

- I ^ 76 ^ 36 & 37 9^ 

14 13 2 7 
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Estimated Uninsured Loss, Year ipo^. 



Uninaurcd 

Losses on Uninsured 

Buildings Losses on 

and Vessels. Contents. Total. 



Causes and Estimated Losses by Fire for the Year Ending December 31 
1902, Boroughs of Brooklyn and Queens. 



Causes. Fires. Loss. 



January 

February 

March 

April 

May 

June 

July 

August 

September 

October 

November 

December 

Total 



$162,427 00 $164719 00 $327,146 00 



85,326 00 



20,339 00 
I3，956 00 
26,176 00 
1,000 00 

167,800 00 
• 1,170 00 
107,490 00 



3,112 00 
16,886 00 
820 00 
8,045 00 
9,246 00 

19,232 00 
1,248 00 
2,187 00 



$i,75S 00 
2,070 00 
715 00 
1,143 00 
1,842 00 

45,150 00 
2,952 00 
1,910 00 
1,010 00 
1,080 00 
101,780 00 
1,020 00 



$13,985 00 
16,164 00 
2,273 00 
3,533 00 
15,772 00 

154,915 00 
5,487 00 
2,390 00 
3,537 00 
2,215 00 

102,495 00 
4,38o 00 



Alcohol, tar, pitch, gum, oils, paint, varnish, etc" igniting on 
stoves, furnaces, over gas lights, etc 

Ashes (hot) igniting woodwork, etc 

Bonfires (sparks from) 

Chimneys, fireplaces, flues (defective), grates, etc., heat from, 
etc 

Calcium lights 

Candles and tapers 

Children playing with fire, matches, etc 

Cigars, cigarettes, pipes, etc. (smoking of) 

Chemicals, etc. (igniting and explosion of) 

Electric lights, wires, etc. (sparks from or defective) 

Electricity (applied to machinery) 

Explosion of turpentine on stove 

Explosion of coal gas 

Explosion of lampblack 

Fireworks 

Friction of machinery 

Fumigating (rooms, etc.) with sulphur, etc 

Gas stoves • • 

Gas (explosion of and escaping) 

Gaslights, igniting merchandise in stores, show windows, 
woodwork, etc 

Gaspipes (defective) 

Inflammable material, mixtures, etc. (igniting) 
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Causes. 



Fires. Loss. 



Incendiarism 

Kerosene oil (used in starting stove fires) 

Kerosene oil (accidentally spilled over woodwork and ignited) 

Lamps, kerosene, gasoline, etc. (explosion of) 

Lamps, kerosene, gasoline, etc. (falling, breaking, upsetting, 

etc.) 

Lamps, alcoholic, naphtha, etc. (falling, breaking, upsetting, 

etc.) 

Lightning, striking wooden structures and igniting same 

Lime (slaking of) 

Matches, igniting awnings, bedding, clothing, rubbish, straw, 

woodwork, etc 

Matches gnawed by rats or mice 

Meats, fat, glue, etc. (igniting Qn stove) … 

Metals (hot) igniting woodwork, merchandise, etc 

Not ascertained 

Naphtha, benzine or vapor igniting 

Phosphorus, sulphur, etc., igniting 

Rekindling of previous fires 

Sparks from chimneys, stoves, stovepipes, etc., igniting cloth- 
ing, woodwork, etc 

Sparks from other fires 

Sparks from locomotives, engines, etc 

Steam pipes igniting beams or other woodwork 

Stoves, boilers, furnaces, stovepipes, heater pipes, etc., igniting 

bedding, clothing, shavings and woodwork 

Stoves, furnaces, grates, etc. (hot coals falling from) 

Stoves, kerosene and gasolene, etc., exploding 

Stoves, kerosene and gasolene, etc., falling and upsetting 

Spontaneous combustion of oily rags, etc 

Thawing water and gas pipes with candles, lighted papers, 

torches, etc 

Tramps, vagrants and others lighting fires in bushes, woods, 

vacant lots, unoccupied buildings, etc 

Tar pot in street igniting 

Vitriol, acids, spirits, etc., carboys breaking or vapor igniting 
Workmen, tenants and others burning rubbish in fireplaces 

incompleted 

Total 



2,861 $2,487,580 00 
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Extent of Loss at Fires. 
January, 1902. 

Nominal or less than $10 

Between $10 and $50 , 

Between $50 and $100 

Between $100 and $1,000 

Between $1,000 and $5,000 

Between $5,000 and $10,000 

Between $10,000 and $20,000 

Total 

February, 1902. 

Nominal or less than $10 

Between $10 and $50 

Between $50 and $100 

Between $100 and $1,000 

Between $1,000 and $5,000 

Between $5,000 and $10,000 

Between $10,000 and $20,000 

Between $70,000 and $80,000 

Between $100,000 and $125,000 

Total 

March, 1902. 

Nominal or less than $10 

Between $10 and $50 

Between $50 and $100 

Between $iqp and $1,000 

Between $1,000 and $5,000 

Between $5,000 and $10,000. 

Between $10,000 and $20,000 

Total 
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April, 1902. 



Nominal or less than $10 96 

Between $10 and $50 52 

Between $50 and $100 , 17 

Between $100 and $1,000 43 

Between $1,000 and $5,000 12 

Between $5,000 and $10,000. …- 2 

Between $10,000 and $20,000 1 

Between $30,000 and $40,000 3 



Total 226 



May, 1902. 

Nominal or less than $10 126 

Between $10 and $50 61 

Between $50 and $100 19 

Between $100 and $1,000 41 

Between $1,000 and $5,000 17 

Between $10,000 and $20,000 1 

Between $20,000 and $30,000 2 

Between $70,000 and $80,000 1 

Between $80,000 and $90,000 1 

Total 269 



June, 1902. 

Nominal or less than $10 136 

Between $10 and $50 51 

Between $50 and $100 21 

Between $100 and $1,000 , 37 

Between $1,000 and $5,000 11 

Between $5,000 and $10,000 2 

Between $10,000 and $20,000 1 
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Between $70,000 and $80,000 1 

Between $80,000 and $90,000 1 



Total 261 



July, 1902. 

Nominal or less than $10 115 

Between $10 and $50 65 

Between $50 and $100 6 

Between $100 and $1,000 34 

Between $1,000 and $5，ooo • 5 

Between $5,000 and $10,000 . 3 



Total 228 



August, 1902. 

Nominal or less than $10 83 

Between $10 and $50 67 

Between $50 and $100 15 

Between $100 and $1,000 26 

Between $1,000 and $5，ooo 12 

Between $5,000 and $10,000 1 

Between $10,000 and $20,000 2 

Between $20,000 and $30,000 1 

Between $30,000 and $40,000 1 

Total 208 



September, 1902. 

Nominal or less than $10 82 

Between $10 and $50 42 

Between $50 and $100 15 

Between $100 and $1,000 18 
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Between $1,000 and $5,000 7 

Between $5,000 and $10,000 i 

Between $10,000 and $20,000 1 

Total 166 



October, 1902. 

Nominal or less than $10 98 

Between $10 and $50 56 

Between $50 and $100 " 15 

Between $100 and $1,000 27 

Between $1,000 and $5,000 6 

Between $5,000 and $10,000 1 

Between $10,000 and $20,000 1 

Total 204 



November, 1902. 

Nominal or less than $10 • 11 1 

Between $10 and $50 51 

Between $50 and $100 16 

Between $100 and $1,000 29 

Between $1,000 and $5,000 9 

Between $5,000 and $10,000 1 

Between $20,000 and $30,000 2 



Total 219 



December, 1902. 

Nominal or less than $10 133 

Between $10 and $50 55 

Between $50 and $100 11 

Between $100 and $1,000 57 

Between $1,000 and $5,000 9 
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Between $5,000 and $10,000 2 

Between $10,000 and $20,000 1 

Between $70,000 and $80,000 1 

Between $125,000 and $150,000 1 

Between $150,000 and $175,000 2 



Total 272 



Year 1902. 

Nominal or less than $10 1,292 

Between $10 and $50 685 

Between $50 and $100 202 

Between $100 and $1,000 481 

Between $1,000 and $5,000 146 

Between $5,000 and $io，ooo 22 

Between $10,000 and $20,000 13 

Between $20,000 and $30,000 5 

Between $30,000 and $40,000 4 

Between $70,000 and $8o，ooo 4 

Between $80,000 and $90,000 2 

Between $100,000 and $125,000 2 

Between $125,000 and $150,000 1 

Between $150,000 and $175,000 2 

Total 2,861 



Year 1902. 

• Fires. 

Loss less than $10 at 1,292 

Loss less than $50 at 1 

Loss less than $100 at 2 

Loss less than $1,000 at 2 

Loss less than $5，QCX> at 2 

Loss less than $io，ooo at • 2 

Loss less than $20,000 at 2, 
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Year 1902. 

Percentage to Whole Number of Fires During Year. 



Per 


Per 


Fires. Cent. 


Fires. Cent 



Loss less than $30,000 at 2 

Loss less than $40,000 at 2 

Loss less than $80,000 at 2 

Loss less than $90,000 at 2 

Loss less than $125,000 at 2 

Loss less than $150,000 at 2 

Loss less than $175,000 at 2, 



Comparison Between Year 1^01 and Year ipo2. 

The report for the year 1901 shows that there were twenty-six hundred 
and eighty-one (2,681) fires and two hundred and thirty-seven (237) false 
alarms, making a total of twenty-nine hundred and eighteen (2,918) fires 
and false alarms. 

The report for the year 1902 shows that there were twenty-eight hundred 
and sixty-one (2,861) fires and two hundred and thirty (230) false alarms' 
making a total of three thousand and ninety-one (3,091) fires and false 
alarms. 

A comparison will show an increase of one hundred and eighty (180) 
fires and a decrease of seven (7) false alarms for the year 1902. 

The total loss on buildings and vessels and their contents for the year 
1902 is less by $459,259 than it was during the year 1901. 



Loss less than $40,000 at. . 
Loss less than $80,000 at. . 
Loss less than $90,000 at. . 
Loss less than $125,000 at. 
Loss less than $150,000 at. 
Loss less than $175,000 at. 



Total 2,861 



Loss less than $10 at... 
T-oss less than $50 at — 
Loss less than $100 at... 
Loss less than $1,000 at. 
Loss less than $5,000 at. 
T-oss less than $10,000 at, 
Loss less than $20,000 at 
T-oss less than $30,000 at 
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Total Iops fcr year 1901 $2,932,839 00 

Total loss for year 1902 2,487,580 00 



Decrease in loss . 



$445,259 00 



The uninsured loss on buildings and vessels and their contents for the 
year 1902 is greater by $179,533 than it was during the year 1901. 

Uninsured loss for 1902 $327,146 00 

Uninsured loss for 1901 147,613 00 



Increase in loss for 1902. 



$179,533 00 



1901. 



Comparison of Losses at Fires, Years ipoi and ipo2. 

1902. 



First quarter $949,469 00 

Second quarter 745,905 00 

Third quarter 499,275 00 

Fourth quarter 738,190 00 



First quarter $639,329 



00 



Second quarter 
Third quarter . . 
Fourth quarter 



720,955 00 
162,880 00 
964,416 00 



Total $2,932,839 00 Total $2,487,580 00 



Loss, 1901 $2,932,839 00 

Loss, 1902 2487,580 00 

Decrease for year 1902 $445,259 00 



Complaints and Investigations, 
Origin of Complaints. 



No. 

Anonymous 12 

Bureau of Fire Marshal 30 

Bureau of Combustibles 4 

Citizens 43 

Bureau of Chief of Department ri 
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No. 

Bureau of Buildings 18 

Department of Water Supply, Gas and Electricity 2 

Department of Health 14 

Department of Education 4 

Engine Companies (Foremen of) 10 

Neighbors 15 

Owners 15 

Tenants 90 

Taxpayers 10 



Total 278 



Premises Complained of. 

No. 

Alleys i 

Apartments 25 

Bake shops 7 

Churches 5 

Extension shed 6 

Dwellings 25 

Factories 20 

Hotels 8 

Lots vacant 35 

Stores 15 

Sheds 13 

Stables 12 

Tenements 76 

Theatres 5 

Unoccupied dwellings 20 

Schools f 

Total 278 
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Causes of Complaints. 



No.' 

Absence of light in hallway 2 

Building bonfires in yards 1 

Bonfires in vacant lots 3 

Boiling lard 2 

Carpenter shop (dangerous) 3 

Careless use of candles 5 

Careless janitor 2 

Carelessly hanging clothing 2 

Combustibles stored 2 

Dangerous heater 1 

Dangerous furnace 1 

Dangerous stovepipe 15 

Dangerous chimney 3 

Dangerous stoves 2 

Dangerous stoves in yard 4 

Dangerous fence 1 

Dangerous electrical appliance 2 

Dangerous grate 1 

Dangerous woodshed 1 

Dangerous hay loft 1 

Dangerous fire board • 1 

Dangerous condition of cellar 2 

Dangerous lumber pile 3 

Defective flues 25 

Defective hot air pipes 1 

Defective buildings 2 

Defective ovens 3 

Defective heating apparatus 3 

Excelsior in cellar 3 

Erecting frame sheds within fire limits 3 

Excessive quantity of hay and straw stored 2 

Foul chimneys 4 

Frame stables 2 
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No. 

Flue cut through wall of adjoining houses ' I 

Fireworks in cellar I 

Fireworks in store 4 

Gas shut off in cellar at night ； 4 

Hay stored in cellar 3 

Hay loft (dangerous) 5 

Hot ashes on roof or in cellar 3 

Hall door locked, no key provided 2 

Kerosene oil leaking through floor 1 

Kerosene oil lamp hanging outside building 2 

Locking exits • ■ , 攀 2 

Loose paper and rubbish 2 

Manufacturing nitroglycerine and dynamite 2 

No ladder leading to roof 1 

Obstructions in halls 10 

Obstructions on fire escapes 15 

Oil and rubbish in cellar • 4 

Paints stored in cellar 3 

Pigeon coops • 2 

Partitions in cellar 1 

Rubbish in vacant house 2 

Rubbish in cellar •• 14 

Rubbish in stoves , 2 

Rubbish in yards 20 

Rubbish in vacant lots (dangerous) 4 

Rubbish on roof 1 

Rubbish on air shaft 1 

Rubbish against building • 3 

Rubbish in building 3 

Rubbish in carpenter shop 2 

Rubbish in barrels • 5 

Smoke from adjoining house 5 

Stoves overheated 3 

Storage of benzine 2 
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No. 

Spite fence I 

Storage of hay i 

Storage of empty barrels 2 

Storage of paints and oils in cellar 13 

Storage of boxes in yard 7 

Smoky furnace 3 

Spark from smokestack 1 

Scuttle locked 5 

Violation of fire limit laws 2 



Total 278 



How Disposed Of. 

No. 

Referred to Bureau of Buildings 17 

Referred to Department of Health 6 

Referred to Bureau of Combustibles 7 

Xo cause for complaint 38 

Complied with 201 

Tenement House Department 5 

Department of Police 2 

Brooklyn Union Gas Company 2 



Total 278 



Number of persons killed and severely injured at fires for year ending 
December 31, 1902 : 

January 1 ― No. 285 Jefferson avenue. Mrs. White was badly burned 
about the face and hands, and removed to St. John's Hospital. 

January 4 ― No. 141 Cook street. Rosa MontaJmans, thirteen years old, 
was painfully burned, and removed to St. Catharine's Hospital. 

January id ~ No. 164 Butler street. Mary Cohen, five years old, was 
iHghtfully burned about the face and hands. 
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January 15 ― No. 45 Albany avenue. Mrs. Nora McCabe, eighty-eigh: 
years old, was burned to death. 

February 8 ~ Nos. 82 to 88 Flushing avenue. Chief Patrick Xevins and 
Foreman Richard Oswald were injured by falling wall, and removed to 
Brooklyn Hospital. 

February 11 ― East Forty-ninth street and Avenue M. Mrs. Ann Kiely 
was burned to death. 

. February 12 一 Foot of East avenue. John Ordell was painfully burned ； 
was removed to the Eastern District Hospital. 

February 16 ~ Fire at No. 60 Woolsey street, Long Island City. William 
Brown jumped from second story, and was removed to St. John's Hospital. 

February 27- ^ No. 239 Nassau avenue. Mrs. Harrist and Mrs. Ahlbohm 
were slightly injured. 

March 4 一 No. 219 De Kalb avenue. Mary Hoffman, sixty-seven years 
old, was painfully burned, and removed to Brooklyn Hospital. 

March 17 ― No. 226 Front street. Mary McNeily, forty years old, was 
burned to death. 

March 19 ~ Fireman Thomas J. Cooney was drowned at Hoboken fire 
while in discharge of his duty. 

April 5 ― No. 43 Woodhull street. John Carey was badly burned. 

April 6 ~ No. 140 Nelson street. Mrs. John Toughey was slightly burned. 

April 15 一 No. 404 Metropolitan avenue. Edward Lawlor, aged sixty- 
five years, was burned to death. 

April 24 ― Foot of Manhattan avenue. Andrew Moran, aged twenty- 
nine years, and James Cunningham, aged thirty years, were painfully 
burned ； removed to St. Catharine's Hospital. 

April 27 ― No. 25 Fillmore place. Eliza McGarvey, aged forty years, 
burned to death. 

May 2 ― No. 225 Norman avenue. Fireman Frank McGuinniss. of En- 
gine 113， was struck by falling timber and removed to St. Catharine's Hos- 
pital. 

May 9 ~ No. toi Twenty-first street. Fireman Owen Smith, of Engine 
139, was slightly bruised. 
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May 15 一 No. 368 Pearl street. John Kane, eighteen years old, was suffo- 
cated with smoke. 

May 25 ― No. 13 Tompkins avenue. Martha De Logera, aged twenty 
years, was badly burned ； removed to St. Catharine's Hospital. 

May 29 ~ Flatlands avenue and One Hundredth street. A. Watcho, aged 
forty years, was badly burned ； removed to St. Mary's Hospital. 

June 3 一 No. 954 Broadway. Mrs. Sarah Hollsworth, aged thirty-seven 
years, jumped from third-story window、 and was killed. 

June 16 ~ No. 71 Van Brunt street. Joseph Anfier was badly burned 
and removed to the Long Island Hospital. 

June 22 ― Grand and Myrtle avenues. The following persons were in- 
jured : Oscar Van Buckow, aged forty-one years ； Mrs. Van Buckow, aged 
thirty-eight years ； Grace Van Buckow, aged seventeen years ； H. Rother, 
Jr., aged twenty- four years, and Thomas Hussey, aged forty-five years. 

June 25 一 No. 234 Rockaway avenue. Philip Goodman, aged thirty-nine 
years, was slightly burned. 

June 27 一 No. 242 Ralph avenue. Foreman Eugene McKenna, of En- 
gine 131, was struck on the head with a falling beam. 

June 27 ― No. 245 Watkins street. Mrs. Saltsman, aged twenty-three 
years, was badly burned. 

June 28 ~ No. 199 Ross street. Hilda Schultz was slightly burned about 
the face. 

July 28 ~ Opposite No. 221 Adams street. Godfrey Moore, of Bath 
Beach, and Daniel Spellman, of No. 1230 Gravcsend avenue, were frightfully 
injured ； removed to Brooklyn Hospital. 

July 30 ~ No. 237 Nassau street. Mrs. Lena Segar, aged fifty-nine years, 
was painfully burned about the head and body ； removed to Brooklyn Hos- 
pital. 

August 5 一 No. 130 Nassau street. Margaret Richardson, aged sixty 
years, and Mrs. Allen McClain were frightfully burned about the body and 
hands, and were removed to Brooklyn Hospital. 

August 1 1 一 No. 93 Nineteenth street. Joshua Emmons, William Rea- 
per and Isaac Gunn, all employees, were injured by jumping from window. 
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August 12 一 No. 38 Bogart street. William Behret, aged twenty-two 
years, was frightfully burned about the body, face and legs. 

August 13 ― No. 13 Tillary street. Emil Aloniers, of No. 88 McDougal 
street, was painfully burned about hand and face ； removed to City Hospital. 

August 14 ~ No. 649 Wythe avenue. Mr. and Mrs. Frank Casson were 
frightfully burned about the face and body ； removed to E. D. Hospital. 

August 20 »~ No. 259 Conover street. Fred Avery, aged forty years, had 
his face and hands painfully burned. 

August 22 ― No. 69 North Seventh street. Mrs. Bogarty was painfully 
burned all over body : removed to E. D. Hospital. 

August 22 ― No. 1574 Bergen street. Gladdvs Guden, aged two years, 
was burned to death. 

August 24 ― No. 303 Division avenue. Fireman Miles Morris, of Engine 
No. in, was painfully burned about face and hands ； removed to E. D. Hos- 
pital. 

August 24 ― No. 72 Concord street. Mrs. Tucker, aged fifty-five years, 
was painfully burned ; removed to Cumberland Street Hospital. 

August 23 ― Hillside and Flushing avenues, Jamaica, L. I. Annie 
Sweeney was burned to death. 

September 2 ― No. 51 Varet street. Max Gluechman, one year old, was 
badly burned about body ； removed to St. Catharine's Hospital. 

September 8 ~~ Xo. 1 19 North Fourth street. Nettie O'Xeil, aged four- 
teen years, was badly burned about the body and face ； removed to E. D. 
Hospital. 

September 18 ~ No. 417 Van Brunt street. Mrs. Jennie Kane, aged 
twenty-eight years, was slightly burned on left hand. 

September 24 ― Xo. 969 Bedford avenue. William Woltman was burned 
severely on both hands. • 

September 29 ― No. 171 Kevins street. John and George Aldridge were 
badly burned on hands ； removed to Seney Hospital. 

October 6 ~ Xo. 31 Columbia place. Mary Cassidy, aged twenty-seven 
years, was overcome by gas and removed to L. I. College Hospital. 
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October 14 一 No. 973 Pacific street. Maggie King, aged twenty-two 
years, also Mark Berliner, aged twenty-two years, were badly burned. 

October 16 ~ No. 174 Eighth street. Mr. and Mrs. James Fyfe were 
painfully burned ； removed to the Methodist Hospital. 

November 1 ― No. 558 Driggs avenue. Martha Hollsberg, aged thirty- 
four years, was slightly burned on hand. 

November 12 一 No. 1727 St. Mark's avenue. Molly Goldstein, aged 
three years, also her mother, Mrs. Goldstein, were very badly burned. 

November 23 一 No. 296 Prospect avenue. John Hugstrom, aged torty- 
eight years, was painfully burned ； removed to Methodist Hospital. 

November 26 ~ No. 559 Metropolitan avenue. Angelina Generrio, 
twenty- two years ； Angelo Generrio, four months, and Annie Gorman, six 
years, were badly burned ； removed to St. Catharine's Hospital. 

November 29 ~ No. 93 Concord street. Mrs. Hawkins was severely 
burned ； removed to Brooklyn Hospital ； also George Glove jumped from 
second story, breaking his leg; removed to Brooklyn Hospital. 

December 8 ~ No. 160 India street. Mrs. Flynn was painfully burned'; 
removed to E. D. Hospital. 

December 9 ~ Fourth avenue and Second street. Daniel Kimberico, 
aged twenty-one years, was painfully burned ； removed to Brooklyn Hospital. 

December 11 一 No. 742 Lexington avenue. Mrs. Emma Woolbrough, 
aged seventy-nine years, was painfully burned ； removed to Williamsburg 
Hospital. 

December 26 ~ Nos. 206-214 Plymouth street. Thomas S. Coppinger, 
Chief of Twenty-third Battalion, and William F. Jeffrey, Assistant Foreman 
of Engine No. 126; also Fireman fourth grade Michael O'Toole, of Hook 
and Ladder No. 55, were killed while in the performance of duty by the 
wall of said building falling. Fireman William H. McCarthy, of Hook and 
Ladder No. 68, was badly injured, and removed to L. I. College Hospital. 

December 30 ~ No. 211 Warren street. Joseph O'Donnell was painfully 
burned, and removed to his home at No. 445 Bergen street. 

December 31 一 Henderson's walk and Bowery. Robert Patterson, aged 
thirty-five years, was slightly burned, and removed to his home. 



December 31 ― No. 96 Tompkins avenue. Mamie Ostrome, aged twenty- 
two years, was painfully burned ； removed to Cumberland Street Hospital. 

Cases Pending from 1901. 

John Geroski, aged 14 years, occupation card feeder, born in Russia, 
committed to Catholic Protectory. 

George Furlong, aged 14 years, occupation card feeder, born in the 
United States, committed to the Juvenile Home. 

Thomas Olwek, aged 14 years, occupation card feeder, born in the 
United States, committed to the Catholic Protectory. 

James McLean, aged 14 years, occupation card feeder, born in the 
United States, committed to the Catholic Protectory. 

John Wesley Debaney, aged 40 years, colored, occupation laborer, born 
in the United States, charged with setting fire to premises No. 48 Lafayette 
street, discharged by Magistrate Vaumer. 

Indictments and Convictions for Arson, Incendiarism, etc., for Year igo2. 

Annie Sweeney, aged 25 years, occupation housekeeper, charged with 
setting fire to premises No. 664 St. Johns place, was discharged by Magis- 
trate Steers with the understanding that she would be committed to the 
Flatbush Asylum for the Insane, she having been an inmate of that institu- 
tion for about a year previous. 

Mrs. Fred Steimele, aged 35 years, occupation housekeeper, born in 
Germany, charged with setting fire to premises No. 1 10 Leonard street, was 
committed to Flatbush Asylum for the Insane June 18, 1902. 

Emma J. Brown, aged 45 years, occupation housekeeper, born, in the 
United States, charged with setting fire to premises No. 559 Chauncey 
street, was adjudged insane and committed by Magistrate Furlong to Kings 
Park State Hospital for the Insane. 

August A. Bierman, aged 41 years, occupation laborer, born in Ger- 
many, charged with setting fire to premises No. 412 Magnolia street, East 
Williamsburg, Long Island, was held by Magistrate Connerton in $1,000 
bail for the action of the January, 1903, Grand Jury. 
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Frame d7i f cl lings, apartment Jwuscs, tenement houses, stores, office buildings, 
churches, schools, theatres, hot els y lodging houses, club houses, amuse- 
ment and concert halls, pavilions, exhibition buildings, hospitals and' 
dispensaries, asylums, station houses, fire engine houses, stables and 
carriage lioirses, storehouses, warehouses, car houses, breweries, market 
buildings, railroad depots, armories, factories and workshops, coal 
pockets, sheds, boathouses, bathing houses, photograph galleries, green- 
houses, shanties and special buildings located ztnthin the Borough of 



Brooklyn, December 31， Jp02, 

No. 

I -story frame front 2,467 

i -story and attic frame front • 871 

i -story and basement frame front 629 

1 - story and basement and attic frame front 179 

2- story frame front 16,141 

2-story and attic frame front 7,260 

2-story and basement frame front 12,860 

2- story and basement and attic frame front 1,048 

3- story frame front 1,952 

3-story and attic frame front 76 

3-story and basement frame front 2,315 . 

3- story and basement and attic frame front 7 

4- story frame front 60 

4-story and basement frame front 16 

i -story and store frame front 1,528 

1 - story and store and attic frame front 79 

2- story and store frame front 2,899 

2- story and store and attic frame front 111 

3- story and store frame front 1,057 

3- story and store and attic frame front 9 

4- story and store frame front 68 

2- story frame front apartment or tenement houses 547 

3- story frame front apartment or tenement houses 7,397 

4- story frame front apartment or tenement houses 1,402 

5- story frame front apartment or tenement houses 21 
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No. 

6-story frame front apartment or tenement houses 4 

1 - story and store frame front apartment or tenement houses 134 

2- story and store frame front apartment or tenement houses 1,570 

3- story and store frame front apartment or tenement houses 2,420 

4- story and store frame front apartment or tenement houses 247 

1 - story frame front stores 921 

2- story frame front stores , 126 

3- story frame front stores. . • 56 

4- story frame front stores 3 

1 - story frame front office and bank buildings 422 

2- story frame front office and bank buildings 86 

3- story frame front office and bank buildings 17 

Frame churches 232 

Frame schools 76 

Frame theatres 8 

Frame hotels 356 

Frame lodging houses 44 

Frame clubhouses • 78 

Frame amusement and concert halls 94 

Frame exhibition buildings 9 

Frame pavilions 158 

Frame hospitals and dispensaries 20 

Frame asylums ? . . . . 38 

Frame station houses 16 

Frame fire engine houses 28 

Frame stables and carriage houses 7,612 

Frame storehouses and warehouses 725 

Frame car houses 22 

Frame breweries 47 

Frame market buildings 40. 

、Frame railroad depots 26 

Frame armory t 

1 - story frame factories and workshops 1.68.？ 

2- story frame factories and workshops 846 
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No. 

3- story frame factories and workshops 165 

4- story frame factories and workshops 31 

Frame coal pockets 105 

Frame sheds …- 5,797 

Frame boathouses 291 

Frame bathing houses 610 

Frame photograph galleries 47 

Frame greenhouses 398 

Frame shanties 787 

Frame special buildings 59 



Total 87,453 



Brick dwellings, apartment houses, tenement houses, stores, office buildings, 
churches y schools, theatres, hotels, lodging houses, club houses, amuse- 
ment and concert halls, pavilions, exhibition buildings, hospitals and dis- 
pensaries, asylums, station houses, fire engine houses, stables and carriage 
houses, storehouses, warehouses, car houses, /w't，？t't，nVj, market buildings, 
railroad depots, armories, factories and zcorkshops located "'/•〃〃•〃 the 
Borough of Brooklyn, December j/, 1^02. 



No. 

i -story brick front 98 

1 - story and attic brick front 7 

i -story and basement brick front 45 

i -story and basement and attic brick front t 

2- story brick front 1,704 

2-story and attic brick front 219 

2-story and basement brick front 6,184 

2- story and basement and attic brick front 314 

3- story brick front 1,928 

3-story and attic brick front 48 

3-story and basement brick front 7,25b 

3- story and basement and attic brick front 64 

4- story brick front 232 
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Xo. 

4-story and attic brick front 6 

4-story and basement brick front 262 

4-story and basement and attic brick front 3 

I -story and store brick front 581 

1 - story and store and attic brick front 8 

2- story and store brick front 3,109 

2- story and store and attic brick front 12 

3- story and store brick front 1,382 

3- story and store and attic brick front 19 

4- story and store brick front 93 

4-story and store and attic brick front 19 

2- story brick front apartment or tenement houses 85 

3- story brick front apartment or tenement houses 4,655 

4- story brick front apartment or tenement houses 4,634 

5 - story brick front apartment or tenement houses 356 

6- story brick front apartment or tenement houses 52 

1 - story and store brick front apartment or tenement houses 50 

2- story and store brick front apartment or tenement houses 1,067 

3- story and store brick front apartment or tenement houses 3,008 

4- story and store brick front apiartment or tenement houses 1,030 

1 - story brick front stores 572 

2- story brick front stores 70 

3- story brick front stores 128 

4- story brick front stores 106 

5- story brick front stores 33 

1 - story brick front office and bank buildings 87 

2- story brick front office and bank buildings 76 

3- story brick front office and bank buildings 87 

4- story brick front office and bank buildings 79 

5- story brick front office and bank buildings 11 

6- story brick front office and bank buildings 2 

7- story brick front office and bank buildings 6 

8- story brick front office and bank buildings 6 

12-story brick front office and bank buildings 1 
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No. 

Brick churches 256 

Brick schools 247 

Brick theatres 22 

Brick hotels 147 

Brick lodging houses 32 

Brick clubhouses 100 

Brick amusement and concert halls 84 

Brick exhibition buildings 6 

Brick pavilions 10 

Brick hospitals and dispensaries 47 

Brick asylums 51 

Brick station houses ^ 28 

Brick fire engine houses 86 

Brick stables and carriage houses 1,994 

Brick storehouses and warehouses 660 

Brick car houses 38 

Brick breweries 71 

Brick market buildings 95 

Brick railroad depots 22 

Brick armories 10 

Brick sugar houses 16 

Brick oil refineries 171 

Brick foundries 70 

Brick machine manufacturing and jobbing shops 331 

1 - story brick factories and workshops 548 

2- story brick factories and workshops 636 

3- story brick factories and workshops 355 

4- story brick factories and workshops 287 

5- story brick factories and workshops 12 t 

6- story brick factories and workshops 52 

7- story brick factories and workshops . • 26 



Total 46,419 
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Brick and stone dz^cllin^s, apartment houses, tenement houses, stores, office 
buildings, churches, schools, theatres, hotels, lodging houses,- club 
houses, amusement ajui concert halls, hospitals and dispensaries, station 
houses, fire engine houses, stables and carriage houses, storehouses, 
warehouses, armories, factories and workshops and gasometers located 



within the Borough of Brooklyn, December jj, 1902. 

" No. 

I -story stone front I 

i -story and attic 1 

1 - story and basement stone front 2 

2- story stone front 49 

2- story and attic stone front 16 

2-story and basement stone front 4,750 

2- story and attic and basement stone front 779 

3- story stone front 227 

3-story and attic stone front 21 

3-story and basement stone front 6,773 

3- story and attic and basement stone front 193 

4- story stone front 89 

4-story and attic stone front 5 

4- story and basement stone front 461 

4-story and attic and basement stone front 3 

i -story and store stone front 6 

2- storv and store stone front 367 

3 - story and store stone front 267 

4- story and store stone front 20 

2- storv stone front apartment or tenement houses 2 

3- story stone front apartment or tenement houses 297 

4- story stone front apartment or tenement houses 419 

5 - story stone front apartment or tenement houses 24 

6- story stone front apartment or tenement houses 16 

1 - story and store stone front apartment or tenement houses 6 

2- story and store stone front apartment or tenement houses 93 

3- story and store stone front apartment or tenement houses 376 

4- story and store stone front apartment or tenement houses 21 

i -story stone front stores 2 
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No. 

2- story stone front stores 3 

3- story stone front stores 3 

4- story stone front stores 8 

5 - story stone front stores 1 

1 - story stone front office and bank buildings 3 

2- story stone front office and bank buildings 10 

3- story stone front office and bank buildings 6 

4- story stone front office and bank buildings 17 

5- story stone front office and bank buildings 3 

8- story stone front office and bank buildings 1 

9- story stone front office and bank buildings 1 

12-story stone front office and bank buildings 1 

3- story iron front office and bank* buildings 9 

4- story iron front office and bank buildings 10 

5- story iron front office and bank buildings 1 

6- story iron front office and bank buildings i 

7- story iron front office and bank buildings 4 

Stone churches • •••• 50 

Iron churches 6 

Ransom System Church 1 

Stone schools 9 

Stone theatres 67 

Stone hotels 47 

Stone lodging-houses 21 

Stone clubhouses 43 

Stone amusement and concert halls 3 

Stone hospitals and dispensaries 4 

Stone station houses 3 

Stone fire engine houses 12 

Stone stables and carriage houses 、.. 11 

Stone storehouses and warehouses 14 

Stone armories 1 

Gasometers 60 

Stone factories and workshops 28 



Total 15,748 



Total N umber of Buildings in Borough of Brooklyn, December 31, 1^02. 

Frame buildings 87,457 

Brick buildings 46,430 

Stone and brick buildings 15,748 

Total 149,635 

Settlements Within the Boroughs of Brooklyn and Queens. 

Miles From 

Settlement. Popuiatioii. City Hall. 



Astoria 

Arverne-by-the-Sea 

Hensonhurst-by-the-Sea 

Bath Beach 

Bergen Beach (summer resort, large hotel) 

Borough Park 

Blvthebourne 

Bay Ridge 

Bayside 

Brownsville 

Brooklyn 

Brooklyn Hills 

Barron Island 

Coney Island 

Canarsie 

Corona 

Corona Heights (scattered residences) . . • 

College Point 

Creedmoor 

Clarenceville … 

Dun ton 

Elmhurst 

Edgeniere (large hotel, summer resort) 

Evergreen 

Fort Hamilton 

Flatlands 

Flatbush 

Flushing 

Forest Park Heights (scattered residences) 

Far Rockaway 

Floral Park * 

Glendale Village 

Gravesend 

Gravesend Beach 

Grecnpoint 

Hollis 

Hollis Park , 

Hoi lis wood (scattered residences) 

Hollis Heights (scattered residences) 



15.000 
,291,597 
450 
150 
6,957 
4,904 
5,550 



8,700 
225 
448 
234 

' v,«' : 

7，85i 
8,243 
27,188 
10,348 

2,974 
488 
1,230 
9,ioo 

310 
56,000 
510 
50 



8666 743555 .8600VC or 46 8 o 7 o 76 5 3 2 . 36 66 7 3 3 4 4 3 
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Miles From 

Settlement- Population. City Hall. 



Population of Kings County, estimated 1,291,597 

Population of Queens County, estimated 182,681 



Total population, Brooklyn and Queens 1474,278 



Hunter's Point (manufacturing district) 

Inwood 

Jamaica 

Jamaica South 

Jamaica Heights (scattered residences) 

Kensington 

Long Island City 

Lawrence 

Lefferts Park 

Liberty Hall (scattered resiliences) 

Locust Grove (scattered residences) 

Morris Park 

Manhattan Beach (large hotel, summer resort) 

Mapleton 

Middle Village 

North Beach 

Newtown •• 

New Utrecht 

Ozone Park 

Parkville 

Queens 

Rockaway (scattered houses, summer resort) . 

Rockaway Beach 

Rocka way Park (scattered residences) 

Richmond Hill 

Rosedale 

Ravens wood 

Stein way 

Springfield 

Sea Gate (scattered residences) 

St. James rark (scattered residences ) 

South Bensonhurst 

Sheepshead Bay 

Untonville 

Van Pelt Manor 

Vandervcer Park 

Wood haven 

Wood side •、 

Winfield 

Whitestone 

Wave Crest 

Windsor Terrace 

West Brooklyn 



1,900 

10,053 
296 

610 
48,272 
5.S8 



672 

390 
1,184 
75 
3,690 
24,700 
1,100 
1,000 
1,008 

i，952 



650 

2,141 
827 



3,931 

1,668 
1.924 
3,987 
150 
3.700 
1,300 



> o 7 5 500 76 9 5 5 3 56 Q 8 6 J 4 c -67 76 38 775434 

I I 2 I I I III. I 2 



I, «A2 



Total number of square miles, 198. 



Hospital and Training Stables. 

Horses on hand December 31, 1901 412 

Purchased during the year 1902 66 

478 

JJied during the year 【5 

Sold during the year 27 

42 

Total number of horses December 31, 1902 436 

Average number of horses on trial each day 9 

Number of horses treated for various diseases 120 



Deaths and Causes. 



No. Date. Cause. No. Date. Cause. 



Contracts Made for Apparatus, Hose, Etc., on Account of Appropriation for 



ipo2. New Apparatus, Etc. 

July 29. Apparatus wheels $1,545 20 

Dec. 4. Hose wagons (5) first size 2.725 00 

Dec. 24. Hook and ladder trucks (10), Borough of Queens . . 9,600 00 



N ew Hose. 

2. 2,500 feet i J^-inch Paragon brand $1.500 00 

2. 6,000 feet Eureka brand 6.000 00 

3. 3,000 feet 2%-inch Unique brand 3,000 co 



Feb. 20. Inflammation of bowels. 

•April 5. Fracture of leg; destroyed. 

•April Q. Unknown. 

April 14. Fracture of leg; destroyed. 

M!ay 22. Tetanus. 

May 31. Inflammation of bowels. 

June 13. Unknown. 

June 25. Fracture of leg; destroyed. 



96 Aug. 22. Dropped dead going to 
fire. 

Colic. 

Fracture of leg; destroyed. 
Fracture of leg; destroyed. 
Fracture of leg; destroyed. 
Pneumonia. 

Fracture of leg; destroye ，- 



TM^ Tn. 




^SOODD 
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July 21. 2,500 feet i % -inch Baker brand 1,250 00 

July 21. 3,000 feet 23^ -inch Baker brand 2,700 00 

Dec. 27. 4,500 feet 3%-inch Eureka brand 4,500 00 

Dec. 27. 4,000 feet 2% -inch, for Borough of Queens 2,400 00 

Dec. 27. 4,000 feet 2% -inch,' for Borough of Queens 2,120 00 

Dec. 27. 4,300 feet 23^-indi, for Borough of Queens •• . 2.518 00 

Dec. 27. 4,000 feet 2^ -inch, for Borough of Queens 3,200 00 



Fuel. 

Mar. 4. 2,200 tons coal (anthracite) $9,600 00 

May 29. 150 tons cannel coal 1,725 00 

June 27. Kindling wood 938 00 



Forage. 

Feb. 11. Borough of Queens (Long Island City) $1,867 73 

Mar. 4. Borough of Brooklyn and Queens 19,978 10 

Aug. 1. Boroughs of Brooklyn and Queens 25,300 00 



Fire Alarm Boxes. 

Dec. 27. 30 signal boxes and keyless doors $3,075 00 



' Telegraph Wire. 

May 3. 50 miles $3,194 40 

Sept. 26. 50 miles, borough of Queens 3,194 40 

Dec. 17. 50 miles 3,147 00 



Horses. 

une 24. Sixty $14,700 00 



Repairs, Etc., Under Contract. 

May 5. Lumber $1,998 64 

May 23. Repairs to water tower 2,970 00 

May 23. Repairs to Engine 600 1,900 00 

Mar. 29. Repairing Hook and Ladder Truck 123 2,000 00 

fune 10. Repairs to electric light plant, Headquarters 990 00 



IN RE BOND ISSUES — BOROUGHS OF BROOKLYN AND QUEENS. 

Pursuant to the provisions of section 47 of the Greater New York Char- 
ter, and subdivision 8 of chapter 188 of the same instrument, application 
was made to the proper Municipal authorities for a bond issue of $267,000 
for 1902, for new sites, buildings, additions and alterations to buildings 
already erected; fitting up such buildings, placing wires and conduits of the 
telegraph system underground, and otherwise extending such system, but 
without result. 

BOROUGH OF QUEENS. 

A Special Revenue Bond issue to the amount of $45,000 was authorized 
during the year by the Board of Estimate and Apportionment, at the request 
of the Board of Aldermen, under the authority of subdivision 8 of section 
188 of the Greater New York Charter, for the building, construction, repair- 
ing and maintenance by the Fire Commissioner of The City of New York, 
of a Fire Alarm Telegraph system for the Second, Third, Fourth and Fifth 
Wards in this borough, of which sum $4,948.26 has been expended during 
1902. 

REPAIR SHOPS. 

Extensive Repairs. 



To engines 48 

To hose wagons 21 

To hook and ladder trucks 15 

To shop wagons : 

To Chiefs' wagons 29 

To telegraph wagons g 

To ladders • 13 



Ordinary Repairs. 

To engines 315 

To hose wagons 106 

To hook and ladder trucks 137 

To shop wagons 13 
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To Chiefs' wagons 161 

To telegraph wagons 25 

To ladders 16 

To harness hangers to6 

To collar hames 75 

To fire extinguishers 37 

To shut-off nozzles 26 

To play pipes 12 

To hose for fire extinguishers 43 



Repairs by Wrecking Force. 

To engines 11 

To hose wagons 5 

To hook and ladder trucks 6 



Paint Shop. 

Engine wheels painted 252 

Hose wagon wheels painted 228 

Hook and ladder truck wheels painted 142 

Chiefs' wagon wheels painted 134 

Engine 115, painted complete 1 

Engines touched up 47 

Hose wagons touched up 38 

Hook and ladder trucks touched up 37 

Chiefs' wagons touched up 57 

Chiefs' wagons painted complete 18 

Doctors' wagons painted complete 2 

Fuel wagons painted complete 3 

Shop wagon painted complete 1 

Lumber truck painted complete 1 

Parts of apparatus, such as poles, shafts, whiffletrees, springs, lad- 
ders, etc., painted or touched up 1,485 



Hose Shop. 

Received ― 50 lengths Baker 1 1-2 inch fabric hose ； 50 lengths Paragon 

1 1-2 inch fabric hose ； 60 lengths Unique 2 1-2 fabric hose ； 60 lengths Baker 

2 1-2 inch fabric hose ； 120 lengths Eureka 2 1-2 inch fabric hose ； 60 lengths 
Eureka 3 1-2 inch fabric hose. ' 

Repaired ― i8 lengths 3 1-2 inch rubber hose ； 335 lengths 2 1-2 inch 
rubber hose ； 74 lengths 2 1-2 inch fabric hose ； 21 lengths 1 1-2 inch rubber 
hose; 2 lengths 3-4 inch rubber hose ； 521-2 inch rubber suctions. 

Harness Shop. 
Harness made 一 1,627 pieces. 
Harness repaired 一 1,228 pieces. 

Approximate Cost of Repairs and Small Alterations to Department Build- 
ings, Boroughs of Brooklyn and Queens, by Department Mechanics 



(Total Cost, $15,531.70) 



Engine Company 101 


$too 15 






Engine Company 103 


36686 


Engine Company 104 


296 71 


Engine Company 105 


585 31 


Engine Company 106 


406 50 


Engine Company 107 


330 43 


Engine Company 108 


85 88 




655 71 


Engine Company no 


152 41 




397 75 


Engine Company 112 






70 33 




• • 172 79 




250 67 








77 93 


Engine Company 118 


297 69 


Engine Company 119 


115 60 
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Engine Company 121 57 3 1 

Engine Company 122 537 °6 

Engine Company 123 7° 54 

Engine Company 124 73 °5 

Engine Company 125 568 45 

Engine Company 126 43^ 65 

Engine Company 127 46 68 

Engine Company 128 166 31 

Engine Company 129 364 工5 

Engine Company 130 15° 9^ 

Engine Company 131 63 17 

Engine Company 132 408 91 

Engine Company 133 32 96 

Engine Company 134 93 10 

Engine Company 135 2 5 73 

Engine Company 136 14 1 59 

Engine Company 137 149 88 

Engine Company 138 143 °6 

Engine Company 139 243 71 

Engine Company 140 62 12 

Engine Company 141 67 61 

Engine Company 142 231 64 

Engine Company 143 81 54 

Engine Company 144 79 4 2 

Engine Company 145 94 82 

Engine Company 146 • 35 22 

Engine Company 147 115 15 

iin.^ine Company 148 109 41 

Engine Company 149 31 57 

Engine Company 150 73 57 

Kngine Company 151 219 04 

Kn<(ine Company 152 130 18 

Engine Company 153 181 63 

Engine Company 154 73 04 

Engine Company 155 151 82 



Engine Company 157. 
Engine Company 158. 
Engine Company 159. 
Engine Company 160. 
Engine Company 161 . 
Engine Company 162. 
Engnie Company 163. 



Hook 


& 


Ladder 


Company 51 


Hook 


& 


Ladder 


Company 52 


Hook 


& 


Ladder 


Company 53 


Hook 


& 


Ladder 


Company 54 


Hook 


& 


Ladder 


Company 55 


Hook 


& 


Ladder 


Company 56 


Hook 


& 


Ladder 


Company 57 


Hook 


& 


Ladder 


Company 58 


Hook 


& 


Ladder 


Company 59 


Hook 


& 


Ladder 


Company 60 


Hook 


& 


Ladder 


Company 61 


Hook 


& 


Ladder 


Company 62 


Hook 


& 


Ladder 


Company 63 


Hook 


& 


Ladder 


Company 64 


Hook 


& 


Ladder 


Company 65 


Hook 


& 


Ladder 


Company 66 


Hook 


& 


Ladder 


Company 67 


Hook 


& 


Ladder 


Company 68 


Hook 


& 


Ladder 


Company 69 



Water Tower 6 

Chemical Engine 

Quarters Deputy Chief, Seventh Division . 

Headquarters 

Telegraph Bureau 

Repair Shops 

Veterinary Department 



163 


33 


62 


28 


66 


71 


25 


06 


11 


7o 


78 


7。 


140 


32 


124 


49 


121 


39 


155 


99 


94 


61 


179 


54 


227 


13 


189 


OS 


433 


47 


140 


51 


459 


53 


17 


28 


32 


22 


5 


31 


5。 


02 


32 


30 


112 


22 


17 


88 




35 


40 


26 


105 


3。 


105 


26 


96 69 


333 47 


393 56 


244 77 


355 79 



Total 



$i5，53i /o 



Sites and Buildings. 



Pursuant to the provif iors of section .<8. chapter 378, Laws of 1897, the 
Board of Estimate and Apportionment, with the concurrence of the Board 
of Aldermen, authorized a bond issue of $241,000 for the purchase of sites 
and the erection of buildings in the boroughs of Brooklyn and Queens, al- 
lotting a specific amount for each site and building. With the premium 
realized from the sale of these bonds a fund of $256,161.31 was placed at 
the disposal of the Department for these purposes, which became available 
in December, 1901. When the present Commissioner took office he gave 
the matter careful consideration, and arrived at the conclusion that the best 
interests of the service would be promoted by devoting the fund, in some 
instances, to other purposes than those specifically set forth in the resolution 
as originally adopted and concurred in. His request to this end received 
the sanction of both the Board of Estimate and Apportionment and the 
Board of Aldermen, and the application of the moneys to the following 
purposes was approved : 

For a New House on Jackson avenue, Long- Island 

City for Hook & Ladder Company f)6 $23,000 00 

For a new house in Long Island City for Hook 
& Ladder Company 65, Engine Company 
158, fuel wagon, boat tenders and quarters 
of Chief of Thirty-fifth Battalion 60,000 00 

For a new house for Engine Company 159 at 
Blissville, Long Island City, a combination 
company with engine, tender and hook and 
ladder truck 30,000 00 

For a new house on City property at Coney Island 
for Engine Company 145 (two engines and 
two tenders, to be located in the building) .... 30,000 00 

For a new house on City property at Sheepshead 
Bay for Engine Company 146， and in which 
it is proposed to locate two engines and two 
tenders and hook and ladder truck 40,000 00 



For 



alterations to house on northeast comer of 
Hicks street/ ill feet from corner of ] licks 
and Joralemon streets, to fit it for use as quar- 
ters for Engine' Company 134, now located 
on Furman street 



30,000 00 



For 



sites. 



additions and alterations to buildings 



$213,000 00 
43，i6i 31 



Total 



$256,161 31 



Plans and specifications have been prepared for the erection of these 
buildings, the sites having been acquired either by purchase at private sale 
or as the result of assignment by the City, and the contracts will be awarded, 
after public letting, early in the year 1903. 

Buildings, Etc" Occupied by or Under the Control of the Fire Department, 
Boroughs of Brooklyn and Queens. 

Headquarters ― Office of the Deputy Commissioner, Deputy Chief of 
Department in Charge, Fire Marshal, Assistant Inspector of Combustibles. 
Fire Alarm Telegraph, Central Office, Medical Officers, Nos. 365 and 367 



Jay street. 








Engine 


IOI, 


No. 


1238 Fourth avenue. ' 


Engine 


102, 


No. 


201 Van Brunt street. 


Engine 


103, 


No. 


533 Hicks street. 


Engine 


104, 


No. 


299 Degraw street. 


Engine 


105， 


Xo. 


160 Pierrepont street. 


Engine 


106, 


No. 


189 Pearl street. 


Engine 


107, 


No. 


247 Pearl street. 


Engine 


108, 


No. 


227 Front street. 


Engine 


109, 


No. 


159 Graham street. 


Engine 


no, 


No. 


169 Carlton avenue. 


Engine 


ITT, 


No. 


166 Clymer street. 



2gg 

Engine 112, No. 130 Wythe avenue. 

Engine 113, No. 137 Powers street. 

Engine 114, No. 231 Herkimer street. 

Engine 115, No. 88 India street. 

Engine 116, No. 11 Scholes street. 

Engine 117, No. 940 DeKalb avenue. 

Engine 118， No. 650 Hart street. 

Engine 119, No. 735 Dean street. 

Engine 120, No. 532 Eleventh street. 

Engine 121, No. 163 South Second street. 

Engine 122, No. 836 Quincy street. 

*Engine 123, foot Main street dock. 

♦Engine 124, Nos. 153 and 155 Furman strecl . 



Engine 


125, 


No. 657 Liberty avenue. 


Engine 


126, 


No. 409 State street. 


Engine 


127， 


No. 979 Herkimer street. 


Engine 


128, 


No. 178 Thirty-ninth street. 


Engine 


129, 


No. 246 Frost street. 


Engine 


13。， 


No. 59 Ellerv street. 


♦Engine 131, No. 1772 Eastern Parkway. 



^Engine 132, dock foot North Eighth street. 

Engine 133, No. 243 Hull street. 

Engine 134, No. 1472 Bergen street. 

Engine 135, No. 206 Monroe street. 

Engine 136, Liberty avenue, near Market street. 

Engine 137, No. 55 Morgan avenue. 

Engine 138, No. 176 Norman avenue. 

Locations marked • are leased by the Department; all others are City property. 
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Engine 139, No. 395 Fourth avenue. 

Engine 140, Prospect, near Greenwood avenue. 

Engine 141, Bay Ridge, near Second avenue. 

Engine 142, Fifth avenue, near Ninety-second street. 

Engine 143, Eighteenth avenue, near Eighty-sixth street. 

Engine 144, West Fifteenth street and Surf avenue. 

*Engine 145, West Eighth street and Surf avenue. 

♦Engine 146, East Twenty-third street and Voorhees avenue. 

Engine 147, Sixtieth street and New Utrecht avenue. 

Engine 148, Church, near Bedford avenue. 

Engine 149, Rogers avenue, near Mid wood street. 

*Engine 150, Lawrence street, near Second avenue. 

Engine 151, Wallabout Market. 

Engine 152, No. 621 Central avenue. 

Engine 1 53, Eighty-sixth street, near Twenty-fourth avenue. 
Engine 154, Town Hall, Gravesend. 
Engine 155, Rogers avenue, near Avenue F. 
♦Engine 157, Rockaway, near Flatlands avenue. 
*Engine 158, No. 10^ Jackson avenue, Long Island City. 
Engine 159, No. 71 Gale street, Long Island City. 
*Engine 160, No. 692 Vernon avenue, Long Island City. 
*Engine 161， No. 231 Radde street, Long- Island City. 
Engine 162, Nos. 78 and 80 Main street, Long Island City. 
*Engine 163, No. 354 Flushing avenue. Long Island City. 
H. & L 51, No. 199 Van Brunt street. 
H. & L 52, No. 894 Bedford avenue. 
H. & L 53, No. 183 Concord street. 



Locations marked * are leased by the Department; all others are City property. 
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II. & L. 54» No. 181 South Third street. 

】1. & JL. 55, No. 648 Pacific street . 

H. & L 56, No. 124 Greenpoint avenue . 

H. & L 57, No. 40 New Jersey avenue . 

H. & L. 58, No. 112 Siegel street. 

H. & L 59, No. 633 Fourth avenue. 

H. & L. 60, No. 264 State street. 

H. & L 61, No. 399 Halsey street. 

H. & L. 62, No. 1 171 Madison street. 

H. & L 63, Rogers avenue, near Midwood street. 

H. & L. 64， Fifth avenue, near Fifty-second street . 

*H. & L. 65, No. 178 Seventh street, Long Island City. 

*H. & L. 66, No. 443 Buckley street, Long Island City. 

H. & L. 67, No. 356 Flushing avenue. Long Island City. 

H. & 0», Nos. 365 and 367 Jay street. 

H. & L. 69, Wallabout Market. 

Chemical Engine No. 1, No. 7T2 Driggs avenue. 

Water Tower No. 1, No. 124 De Kalb avenue. 

Repair Shops, St. Edwards and Bolivar streets. 

Training stables, etc., St. Edwards and Bolivar streets. 

Coal depot, No. 274 Hicks street. 

Coal depot, No. 127 North First street. 

Bell tower (rear lot), North First street and Bedford avenue. 

*Lot adjoining Repair Shop, St. Edwards, near Bolivar street. 

Lot north side Myrtle avenue, about 100 feet east of North Elliott place. 

Lot adjoining quarters of Hook and Ladder 59. 

Lot adjoining" quarters of Engine 136. 

Locatiqns marked * are leased by the Depart u.enr: al! others arc Citv property. 



302 

Plot west side West Eighth street, south of Sheepshead Bay road, Coney 
Island. 

Plot north side Jackson avenue, east of Kouwenhoven street, Long Island - 
City. 

Plot south side East Eighth street, west of East avenue, Long Island City. 

Plot west side East Twenty-third street, south of Voorhees avenue, 
Sheepshead Bay. 

Plot west side Star avenue, north of Howard street, Long Island City. 



This book should be returned to 
the Library on or before the last date 
stamped below. 

A fine is incurred by retaining it 
beyond the specified time. 

Please return promptly. 



